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How to Us 

IN this, the sixth completely 
revised edition of Arm- 
strong's Floors," is presented 
practical and technical informa- 
tion that the architect or builder 
needs to specify permanent floors 
of linoleum. To it also has 
been added information on Arm- 
strong's Linotile and Armstrong's 
Cork Tile, the sales of which are 
now handled through the Floor 
Division of this Company. 

In form this specification folder 
follows the recommendations of 
the American Institute of Archi- 



' This Book 

tects. In presenting it to you, it 
is sincerely hoped that the book 
will find a permanent place in your 
reference file and prove useful 
whenever you need information 
on resilient type floors. 

We trust also that it will help 
you to become better acquainted 
with the possible uses, as well as 
the high quality, of Armstrong 
floor products, and with the ser- 
vice that has been characteristic 
of this Company for more than 
sixty years in the several depart- 
ments of its business. 



COPYRIGHT, 1929, BY ARMSTRONG CORK CO., LANCASTER, PA,, U.S.A. 
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Armstrong's Floor 



Working Table of Linoleum Gauges and Weights 



(The gauges shown in this table are the manufacturing standards ff for the various kinds of 
linoleum. The weights given are averages and cannot be guaranteed for any specific run 
of material; they are sufficiently accurate for figuring floor loads and shipping weights.) 



Kind of Linoleum 



Plain Linoleum 

Battleship K-in. 

Battleship 6mm* . . . . 

Battleship Ke-ln 

Light Battleship! 

A Gauge 

B Gauge 

C Gauge 

D Gauge. 

Jaspe Linoleum 

Ke-in 

A Gauge 

B Gauge 

C Gauge 

Inset Jaspe Linoleum 

He-in 

A Gauge 

Handmade Marble Inlaid 

Light Battleship 

A Gauge 

DeLuxe Marble Inlaid 

A Gauge 

B Gauge 

Straight Line Inlaid 

A Gauge 

D Gauge 

Z Gauge 

Parquetry 

Oak Plank 

Marble Border 

Light Battleship 

A Gauge 

Embossed Inlaid 

Me-in 

A Gauge 

B Gauge 

C Gauge 

Moulded Inlaid 

B Gauge 

C Gauge 

C Gauge 

Granite Linoleum 

B Gauge 

C Gauge 

Applikaid 

Arabesq Linoleum 

Arabesq Linoleum 

Printed Linoleum 

Accolac Process 

Accolac Process 

Accolac Process , 

Accolac Process , 

Standard Process 

Standard Process ...... 

Standard Process 

Cork Carpet (unpolished) 

XXX Gauge 



XX Gauge. 



Width 
in 
Feet 



. 6. 
. 6. 
12 



. 6. 
. 6. 

6. 

6. 
12 



. 6. . . 
. 7.5. 
. 9. . . 

12 . . 
. 6... 
. 9... 

12 



Working 
Gauge in 
Nearest 
Fraction Inch 



Finished 
Gauge 
I nches 



.250 
. .235. 
. .187 

.142 
. .142 
. .119 
. .095 
. .080. 

. .187. 
.142 
.119 
.095 



.187. 
.142 



. .142 
.118 



.118 
.090 



.118 
.071 
.055 
.118 



.142 
.118 



. .187. 
. .118 
. .095 
. .078. 



. .095 
. .078 
. .078 

.095 
. .078 

.090 
. .066 

.066 



.069 
.069 
.069 
.069 
.069 
, .069 
. .069 

.264 
.230 



Average Net 
Weight Per 
Sq. Ft. Lbs. 
(Uncrated) 



. 1.62 
. 1.53 
. 1.22 
.91 



.96 
.82. 
.64. 
.53. 



1.14. 

. .86. 
.80. 
.63. 



. 1.51 . 
. 1.11. 



. 1.19 
.1.05. 

. 1.05. 
. .79. 

. 1.02. 

. .60. 
. .52. 
. 1.03. 
. .79. 

1.19. 
. 1.02. 

1.22 
.94. 

, .78. 
, .58. 

.76. 
, .58. 
.58. 

.76 . 
.51 
.69 
.48. . 
.48. . 

.46. 
.46. 
.46. 
.46. 
.45. 
.45 . 
.45. . 



.87. 
.73. 



Average** 
Crated 
Weight 

Per 90' Roll 



974. 

920. 
.744. 
.547. 
.571. 

491. 

391. 
.326. 



.698. . . 
.517. . . 
.479. . 
.385. . . 



900. 
.655. 



.704. 
.607. 



.625. 
.469. 



613. . 

362. . 
.318.. 
.613. 
.473.. 

.697. . 
.607. . 

. 752 . , 
.572. . 
.475. . 
.367. . 

.455.. 
.355. . 
.715.. 

.455. . 
.319. 
.412. 
.294. 
.587. . 



. 282 . . 

351. 

414 
. 559 . . 
. 276 . . 
.405. . 
.547.. 

.570. . 
494. 



Average 
Length 
of Roll 
in Feet 



.90. 
90. 
.90 



.90 
90. 
.90 
.90 
.90. 

90. 
90. 
90 



90. 



.90. 



.90 
.90. 



.90 



90 
90 

.90. 
.90. 



.90 
.90. 



.90 



90 

90. 
.90 



.90 
.90 
.90 



.90. 
.90. 



.90 
.90 
90. 

.90 
.90 

.90 
.90 
.90. 
90. 



90. 
.90. 



„ , Note— Architects and contractors who specify quarter-inch battleship linoleum in their work are cautioned to make sure that they actually get what they soecifv 
Battleship linoleum of 6mm. gauge (.015-inch less than K-inch gauge) is sometimes offered and substituted for genuine i<-inch battleship linoleum under the name of 
Commercial >4-mch Battleship. Every yard of Armstrong's Battleship Linoleum has the gauge plainly stamped on the burlap back, 
t Note^ — Light Battleship is A Gauge Plain Linoleum with unpainted back. 

** Note— When using the /'average crated weight per roll" figures for estimating freight charges it must be remembered that all rolls do not contain the same yardage 
The minimum length of a roll is 60 feet, the maximum, 100 feet. 1 he average length of a roll is approximately 90 feet. 



Thickness tt of Armstrong's Linoleum Shown Graphically 



14' BATTLESHIP 



6mm. BATTLESHIP 

(Heavy) 



%" BATTLESHIP 

(Medium) 



A GAUGE PLAIN 
(Light) 



B GAUGE PLAIN 



C GAUGE PLAIN 



D GAUGE PLAIN 



AUGE INLAID 



XXX CORK CARPET 



XX CORK CARPET 



tt This chart is reproduced from actual linoleum samples. The thicknesses shown are approximate, as tolerances of .005 inch either way fn 
the figures quoted above in the table of manufacturing standard gauges are regarded as standard thicknesses for finished material. 
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Armstrong's Floor 



What Is Linoleum? Description of Various Grades 

1IN0LEUM takes its name from one of its regular intervals in the jaspe field (see color- 
principal ingredients, linseed oil (linum, flax, plates). Made in two thicknesses, %6-inch and 
and oleum, oil). The oil is oxidized by exposing A Gauge and in four designs, 
it to heated air until it hardens into a tough, 4. Inlaid Linoleum (Straight Line and 
rubber-like substance. Then it is ground and is Moulded)— The colors of the patterns go through 
thoroughly mixed under high temperature with to the burlap. In Straight Line Inlaids, the 
powdered cork, wood flour, various gums, and individual parts of the patterns are automatically 
suitable pigments. The resulting plastic mass is die-cut, laid in position, and then keyed to the 
applied to a burlap backing by means of heavy burlap under enormous pressure. In Moulded 
calenders or presses, the exact processes varying Inlaids, the irregular meeting of colors along the 
with the individual kind of linoleum. The lines of the design makes possible very artistic 
**green'' linoleum next passes into drying build- effects in handcraft tiles and special designs, 
ings called ''stoves," where it is seasoned from Outstanding features are the following: 
two to six weeks, depending on its thickness. a. Handmade Marble Inlaid— Perhaps the 
Descriptionsof the more important varieties of finest thing made in linoleum, both as to char- 
Armstrong's Linoleum follow. For reproduc- acter of marbling, finish, and design. Patterns 
tions of designs, see color pages 19 to 26. consist of large and small marbled blocks in 

1. Battleship and Plain Linoleum — The pleasing colors. Pattern repeat varies from 72 
four thicker gauges are known as 3^-inch,6 mm., inches to 6 inches. 

Ke^inch, and Light Battleship (A Gauge with un- b. De Luxe Marble Inlaid— The newest 

painted back). Altogether there are seven thick- addition to the Armstrong Line. Striking 

nesses of Plain Linoleum and nine colors: No. 20, patterns with realistic marble graining in three 

brown; No. 21, green; No. 22, dark gray; No. 23, colors made on the giant rotary inlaid machine 

white; No. 25, terra cotta; No. 26, light gray; in two gauges, A and B. See colorplates. 

No. 27, black; No. 28, tan; and No. 29, blue. c. Embossed Inlaid— Made in four gauges: 

Gauge Made In Gauge Made In %6-inch. A, B, and C. As the name indicates, 

BattiesMp><". . .Colors Nos. 20, A Gauge Colors Nos. 23, the distinguishinsf feature of this type of lino- 

21, 22 ^6 '^y 28 29 ... ' 

Battleship 6 mm. Co'lors Nos. 20, B Gauge Colors Nos. 20, leum is the indenting of mortar lines and certain 

Battleship^^lV^.. Colors Nos. 20, 2?; 28^ ^' P^'''^^ of the patterns which gives a true 
LightBattleshipioior's Nof 20, ^ "^""^^ 2i':'22! 27°" embossed appearance. Among some of the new 

21,22,25 D Gauge Colors Nos. 20, patterns are three-lcvel embossing effects, par- 

^''■^•^'^^ ticularly attractive in the flagstone designs. 

2. Jaspe Linoleum— A species of inlaid 5. Arabesq Linoleum— Consists of a back- 
linoleum in which colors run clear through to the ground of plain, marble, or Jaspe linoleum artis- 
back. It presents a two-tone striated appearance, tically decorated with brightly colored figures, 
and is made in four gauges— ^6-inch, A, B, and as well as with handcraft tile designs. The base 
C— and nine colors: No. Tl 1, lavender; No. 12, forms a definite and important part of the design, 
taupe; No. 13, light gray; No. 14, rose; No. 15, 6. Cork Carpet— Recommended for light 
dark gray; No. 16, light brown; No. 17, dark trafiic floors that must be quiet or unusually resil- 
brown; No. 18, blue; and No. 19, green. Only lent. Especially suitable, therefore, for' bank 
Nos. 12, 13, 15, 16, and 17 are made in the >^f6-inch cages, areas behind counters in stores, library 

reading rooms, church auditoriums. Three color- 

3. Inset Jaspe Linoleum— Die-cut figures ings: No. 31, brown; No. 32, green; and No. 33, 
of contrasting plain linoleum are inserted at taupe— each made in XX and XXX gauges. 
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Armstrong's Floors 



Manufacturing Standards and Policies 




These microphotographs show the difference in finish hettveen Armstrong's 
Linoleum made of SO -mesh cork and linoleum of ordinary construction. 



IN its equipment 
and manufactur- 
ingmethods the great 
Armstrong's Lino- 
leum plant at Lancas- 
ter, Pa., is the most 
modern in America. 

The factory or- 
ganization of the 
Armstrong Cork 
Company consists of 
thoroughly experienced linoleum experts, many 
of whom were trained abroad where linoleum tra- 
ciitions were founded and successfully developed. 

A competent research staff is permanently 
assigned to the task of improving the product. 
One recent result of this work is the standardizing 
on 50-mesh cork for all Armstrong's Linoleum. 
This means finer grinding, and sifting of the cork 
through a screen with 2500 openings to the 
square inch. 50-mesh cork results in a vastly 
improved surface of satin-smoothness. 

Most of the cork comes from the Company's 
own factories here and abroad. Every car of 
linseed oil and all pigments are tested in the 
laboratory. Only the best obtainable ingredients 
are used and the whole manufacturing process is 



under chemical and 
physical control. 

Another recent 
manufacturing im- 
provement is the 
Accolac Process, by 
which the surface of 
all Armstrong's Lino- 
leum is impregnated 
with a tough, trans- 
parent, nitro-cellu- 
lose lacquer. This lacquer permeates the linoleum 
sufficiently to form a lasting bond and seals the 
surface against dirt, grease and stains. 

Armstrong's Linoleum is carefully tested at 
every step of the making, and the final inspec- 
tions of the finished product are especially rigid. 
Some of these tests are illustrated on this page. 

After final inspection every yard of material is 
stamped on the burlap back with the Circle A 
trade-mark and the name Armstrong's Lino- 
leum." Battleship Linoleum is also stamped 
with the gauge. All imperfect goods, sold at a 
discount, are marked Seconds" on the back. 

Every piece of Armstrong's Linoleum sold as 
perfect is fully guaranteed by the Company 
against defects in manufacture. 





Testing Armstronc/s Linoleum 

Penetrometer Test (left). Electrically operated 
needles are being pressed into a block of lino- 
leum "cement.'' This test insures proper con- 
sistency of the oxidized linseed oil binder or 
''cement,*' for mixing with ground cork. 

Abrasion Test (right). The nose of the vertical 
shaft, resting on the piece of battleship lint}- 
leum under a standard pressure, is rapidly re- 
volved for 60 seconds. Thus in one minute the 
linoleum is subjected to as much abrasive wear 
as comes in many months from footsteps. Lino- 
leum receives this test before a "run** leaves the 
"stoves** or seasoning buildings. 

Indentation Test (above). A piece of linoleum 
is being indented by the weighted plunger. The 
two pieces of linoleum in the operator*s hands 
have been tested. That on the right passed the 
test, the one on the left did not. 
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Armstrong's Floors 



Some Tests for Judging the Quality of Linoleum 

( Based on U. S, Govt. Master Specifications Nos. 209 and 210.) 

L Uniformity of Color and Grain. Linoleum, jected to the water. Care should be taken, how- 
cleanly cut at an angle of 45°, should reveal no ever, to dry samples between blotters or filter 
material difference in color or grain between paper before weighing. The percentage of increase 
edges and center. in weight of all samples submitted should be com- 

2. ^ W eight. Some idea of the comparative pared. The ability of linoleum to resist absorp- 
density of various brands of linoleum may be tion of moisture has a bearing on durability, 
obtained by weighing samples of similar size, appearance, and maintenance cost to be expected. 
The density has a bearing on the durability and 8. Surface Absorption Test with Samples 
relative maintenance costs. Sanded. By subjecting samples, from which the 

3. Thickness. Thickness should be measured top surface has been sanded to test No. 7, a good 
over the burlap on a micrometer gauge. idea as to relative abilities of various brands to 

4. Bending Test. Strips wide, with burlap resist the absorption of moisture and dirt, when 
on inside of curve, should bend without cracking, worn by heavy traffic, may be obtained, 
around a bar 3'' in diameter for linoleum and 9. Total Immersion. Samples 6'' x 3'' should 
2^'' for linoleum. Further examination of be prepared by removing the burlap back and 
the flexibility of various brands may give some sanding the resultant rough back surface until it 
idea as to comparative resilience and therefore of is absolutely smooth. Samples should then be 
comfort and sound-proof qualities. weighed and submerged for 24 hours in fresh 

5. Indentation Test. Samples of various water at a temperature of 70°F. The samples 
brands should be subjected to a pressure of 80 should then be removed and the surface, in- 
pounds for a period of 60 seconds by means of a eluding edges, dried between filter paper. Two 
flat-ended cylindrical steel bar 0.282" in diameter minutes after removal from water, samples 
(See illustration page 4). One hour after this should be weighed and the percentage of weight 
test has been made, the indentations should be increase determined. 

examined to determine whether the surface of 10. Tensile Strength. Samples 2'' x 4'' should 

the material shows signs of being broken or cut be tested for comparative tensile strength. The 

and whether the recovery of the indentation has pulling load should be gradually applied with a 

been complete. tension machine set, such as is made by Henry 

6. Abrasion Test. The rounded nose of a Scott Macliine Co. 

vertical shaft, resting on a sample under a 11. Elasticity. Relative elasticity of various 

pressure of 150 pounds, should be rapidly re- brands may be determined by using the same 

volved for 60 seconds. Linoleum of good quality apparatus called for in test No. 10. Samples for 

should reveal no apparent abrasion of the surface, this test should be T x 5'. Stretch should be 

This test subjects linoleum to as hard wear as indicated by percentage. 

comes in many months of traffic. (See page 4.) 12. Burlap Stripping Test. Strips of linoleum 

7. Surface Absorption Test. Circular samples 2" wide should be broken about 1" from the end 
4" in diameter should be placed in trays with the and the burlap stripped slowly from the back by 
burlap back and the edges of the linoleum sealed pulling at right angles. This test reveals the 
with paraffin in such a manner that no moisture relative abilities of various brands to remain 
can penetrate. Water to a depth of should securely cemented to the fioor. 

be poured into the trays and allowed to remain Note: Danger of mistakes in calculation on 

for 24 hours. Samples should be accurately any test may be reduced by using an average of 

weighed before and immediately after being sub- two or three tests. 
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Linoleum and the Fire Hazard 

AS compared to wood floors, linoleum radically This rating places linoleum in the same classifica- 

xA. reduces the volume of combustible material tion with concrete, terrazzo, and ceramic tile, 

required for flooring purposes in a fireproof That actual usage bears out the results of tests 

building. Linoleum can be cemented to a performed in the laboratory may be seen in a 




Here is shown the effect of burning on Armstrong's 1/4-inch Battleship Linoleum, a 12xl2x36-inch crib made of one -inch square yellow pine 
sticks soaked in kerosene. The linoleum, cemented over heavy felt to the concrete subfloor of a specially constructed test house, was 
seriously burned only over an area 54x38 inches and carbonized over an area 41x31 inches. The fire died out completely 
in 38 minutes. {Compare with this test the one illustrated and described below,} 



concrete base, thus eliminating wooden sleepers, 
usually embedded in the concrete base. 

Scientific fire tests, performed under exactly 
similar conditions on both linoleum and maple 
floors, have further shown that linoleum does not 
burn so readily nor hold fire so long as wood. 
These properties are clearly illustrated by the 
photographs on this page. 

Linoleum is given a credit of 7 per cent over 
wood floors in fire insurance rates on fireproof 
buildings, by the Western Actuarial Bureau. 



report made by the Board of Chicago Fire Under- 
writers, regarding a fire on March 15, 1922, in 
the building of the C. B. & Q. Railroad, Chicago: 

**Maple floor surfacing on wooden nailing strips 
above the eighth floor was entirely consumed, 
except that on ninth and tenth floors small sections 
remained, but these were charred. 

"It was particularly noticeable that on one floor, 
which was surfaced with linoleum, the damage to 
structure, such as plastered ceilings, etc., was not so 
great as that on which wood floor surfacing was used.'* 




The maple floor shown here, laid in the same house and submitted to an exactly similar test to that made on the battleship linoleum above, 
was badly scorched over an area 72x60 inches. The maple flooring, white pine underflooring and embedded 
yellow pine sleeper, were completely burned over an area 48x36 inches. The floor was still 
smouldering next morning, seventeen hours after the fire was started. 
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L O O R S 



Satisfaction Dependent on Reliable Laying Materials 



YEARS of research and observation both in 
the laboratory and in the field have indi- 
cated that linoleum gives its best service when 
cemented to the subfloor, either wood or concrete, 
over a lining of heavy deadening felt. 

To insure permanence, it seems hardly neces- 
sary to point out that the laying materials used 
should be only of the first quality. Deadening 
felt, paste, and cement, all or any one, may play 
a most important part in the appearance and 
wearability of linoleum. 

It may be further pointed out that it is simply 
good business to install any brand of linoleum 
only by the method and with the materials 
recommended by the manufacturer, thus to avoid 
divided responsibility on the completed job. 

The Armstrong laying materials — paste, 
cement, and deadening felt — have been produced 
to meet the conditions peculiar to the installation 
of linoleum floors. They are also offered as 
being the very best quality that can be produced. 
There are other cheaper materials to be had. 
Yet, on the other hand, the use of these depend- 
able products should add but a small fraction 
of one per cent to the price of the finished job — a 
cheap insurance that is well worth its cost. 

Armstrong's Linoleum Paste 

Armstrong's Linoleum Paste manufactured by 
the Armstrong Cork Company is recommended 
to be used for pasting the deadening felt to the 
subfloor and the main area of the linoleum strips 
to the felt. This is a water- 
resistant adhesive, but not 
waterproof. A waterproof 
cement is needed only for 
sealing seams and other 
openings in the linoleum, 
and for cementing felt or 
linoleum to steel and 
smooth stone tile floors. 
Armstrong's Linoleum 
Paste is manufactured 

from specially prepared ^Armstrong's waterproof 
^ / r- r- Cement— packed in 1-quart, 

dpY trine nf the liicrhF»cf- l-Sallon and 5-gallon cans: 
UCXtrUlC OI rne nigneSC i.gaUon can shown here. 




grade, bought on strict specifications and mixed 
with a scientifically prepared filler and preserva- 
tive. Each batch is thoroughly tested and boiled 
for a prolonged period to insure complete solu- 
tion. The result is a quick-setting, strongly ad- 
hesive paste which will retain its holding 
qualities permanently. 

Armstrong's Waterproof Cement 

This adhesive is recommended to be used for 
sealing all seams, edges, and other openings in the 
linoleum, as well as for cementing felt or linoleum 
to steel and smooth stone tile floors. It is made 
only of the best grades of Manila gums obtain- 
able, from which all impurities are carefully 
separated. It contains no sodium silicate (water 
glass) or other material likely to injure the lino- 
leum. The use of only first quality raw ma- 
terials and the extreme care and watchfulness 
exercised in the making result in this cement's 
being a permanently waterproof adhesive. 

It should be further noted that all the ma- 
terials used in the formulae of both paste and 
cement are accurately measured by weight and 
not by volume. The finished adhesives are 
delivered in slightly oversize containers so that 
the customer is insured full measure. 

Armstrong's Lining Felt 
For use under linoleum, a deadening felt should 
be tough, with well-matted texture to provide 
sufficient tensile strength to hold the linoleum, 
and at the same time be loosely compacted 

enough to shear with the 
^^hJ ^^^^^^"t of the boards 
wSSSj^^^Bm floor. Armstrong's 

PH^^H^^F Lining Felt has been 
! ^^■^^■/ ^^^"^^loped especially to 
^H^^B^ meet these conditions. It 
4^ ^H^^H is a gray unsaturated felt 

about ]/g'' thick, weighing 
l}4 pounds per square 
' yard. It is sold in rolls 
three feet wide. // should 
L.&r"p^'..'r^;^:cL^^ ^ot be confused with rosin^ 

gal. and 5-gal. cans and 30-gal. ^.J^^J L^-JJl ^ ^ 

casks; S-gal. can shown here. SlZeU t?Ullatng papCT, 
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Laying Linoleum Floors for Permanence 



TINOLEUM itself is more than sixty years 
-L/ old, yet laying it as a permanent floor is a 
comparatively new development. For years, 
linoleum was laid by the handy man in the store, 
and not by properly trained mechanics. For 
this reason the traditional way to lay linoleum 
has been simply to unroll the linoleum on the 
floor, butt the seams, and trim it to fit the walls. 
Sometimes the seams and edges of the linoleum 
were bradded, to prevent ''kicking up." 

The limitations of this method of laying can be 
discerned at a glance. Not only is the appear- 
ance, as a rule, unsatisfactory, but unsightly 
bulges are apt to develop because all new 
linoleum has a tendency to expand or *'grow** 
when unrolled and walked on. 

This buckling can be guarded against only by 
cementing the linoleum firmly to the floor. 
Cementing linoleum directly to a wood floor is 
impracticable, however, for this reason: The 
boards of a wood floor are subject to seasonal 
contraction and expansion according to changes 
in temperature and humidity, contracting in the 
dry furnace heat of winter and in so doing 
opening up the joints. Linoleum cemented 
solidly to a wood floor cannot hold the boards 
together, of course, and is thus subjected to such 
a strain that the material sometimes breaks in 
long parallel lines directly over the joints between 
the floor boards. 

To protect the linoleum from the stress of this 
irregular movement, and at the same time hold it 
securely to the whole floor surface, a lining of 
heavy deadening felt should be laid between the 
floor and the linoleum. This felt is pasted to the 
floor, and the main area of the linoleum pasted to 
the felt; seams and edges of the linoleum sealed 
with waterproof cement. 

This improved method of installing linoleum 
over a deadening felt lining has been used by 
good linoleum contractors for years, and the 
results have been uniformly satisfactory, wher- 
ever the work is done properly. The linoleum 



becomes a firm, lasting floor. As all seams and 
edges of the linoleum are sealed with waterproof 
cement, the floor is also water-tight, and to all 
appearances seamless. In addition, the deaden- 
ing felt lining makes the floor warmer and more 
resilient, hence quieter and more comfortable. 

There is a final advantage in using a felt 
lining. The felt makes it possible often to use 
linoleum in temporary quarters and later remove 
it to a permanent location in as good condition as 
it was when new. Linoleum cemented directly to 
the floor can rarely be removed without tearing. 
A strong upward pull on linoleum laid over 
deadening felt, however, parts the lining and 
allows the removal of the linoleum unbroken. 
The felt adhering to the floor and to the back of 
the linoleum can readily be soaked off^ with 
warm water, as a water-soluble paste is used 
for the laying. Then the linoleum can be relaid 
to look as good as new. 

The felt lining for linoleum laid on concrete is 
optional. As expansion and contraction in the 
concrete floor slab take place uniformly over the 
whole area, the protection feature of the felt is 
not necessary as with wood. A lining of deaden- 
ing felt does, however, add warmth, resilience, 
and quietness to the floor and makes it easier to 
remove the linoleum from the concrete base with- 
out damage to either, if that becomes desirable. 

Caution: Linoleum must not be laid on damp 

concrete^ or on floors which are not thoroughly 
seasoned^ or on floors which are in direct contact 
with the ground. The Armstrong Cork Company 
cannot be responsible for the results following 
installation of linoleum under these conditions. 
Moisture in a floor covered with linoleum cannot 
evaporate properly, and usually gives trouble. 

Opposite are shown the steps in the installation 
of a permanent linoleum floor. For detailed 
instructions, to superintend the laying of floors, 
send for the free Armstrong ''Linoleum Layer's 
Handbook. For laying specifications detailing 
this method see pages 12 and following. 
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Steps in Installing a Permanent Linoleum Floor 




Fig. 1, Measuring and cutting felt. To prevent linoleum seams com inn 
directly over felt seams, it is advisable to cut down the width of the first 
felt strip. Felt must be cut to fit well against the walls. Seams must be 
butted closely. Gaping or overlapping shows in the finished floor. 



Fi<f. 2. Spreading paste on floor for felt. Felt strips are turned back 
about half way and pasting begins at the middle of the room and is worked 
towards the ends of the strip. Felt must be rolled after it is turned back 
and smoothed down on the pasted floor. 




Fig. 3, Pastinu felt for linoleum. Linoleum is turned back and pasting 
starts at the fold back as before. A margin along the wall and at the edge of 
each linoleum strip is left unposted to be sealed with waterproof cement. 



Fig. 4. Cutting a linoleum seatn. In pasting, the edges of adjoining 
linoleum strips are overlapped. Then with the seam cutting tool the over- 
lap is cut through to make a close fitting, practically invisible seam* 





Fig. 5. As soon as a seam is cut, the edges of the adjoining strips are 
lifted up and the unpasted area sealed with waterproof cement. A good 
coating of cement is applied with a square-end spatula or wide putty knife 
and worked carefully back to the line of paste previously applied. 



Fig. 6, Thorough rolling follows the cementing of a seam. The slower 
the rolling is done the more effective is the work. To insure complete ad- 
hesion of the cement, the seams are then weighted with sand- bags, 
which are left in place until the floor is fully dry. 
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Good Care Insures Lc 

NEXT to good laying, the care accorded a 
linoleum floor is largely responsible for the 
service it gives. Scrubbing with harsh soaps and 
cleaning agents strong in alkali proves most in- 
jurious to linoleum and shortens its life. Ordi- 
nary wet mopping usually does little more than 
smear dirt about and produces a dingy look. 

The care of linoleum has for years been given 
much attention and study by the Armstrong 
Research Department, both in its laboratories 
and in the field. The development of the 
Accolac Process is one of the results of this re- 
search work. By this new process, the surface of 
Armstrong's Linoleum is rendered practically 
dirt-proof and stain-proof through the application 
of a tough, transparent nitro-celkilose lacquer 
which seals the pores of the material penetrating 
sufficiently to form a lasting bond. The result 
is a satin-smooth surface, in appearance very 
like a richly polished wax finish. 

But the Accolac Process finish, like any floor 
finish, must be given proper care if it is to con- 
tinue to protect the surface of the floor. Two 
alternative methods are recommended— ^relac- 
quering or waxing. 

On small areas, where traffic is not severe, as 
in residences, small offices, shops, etc., this 
Accolac Process surface can be easily and beau- 
tifully maintained with a simple daily dust 
brushing or dry mopping. As appearance re- 
quires, the linoleum may be washed with clear 
warm water, or suds made with a mild soap like 
Ivory. The lacquer surface should then be 
renewed every six months, or more or less fre- 
quently, as appearance requires and traffic makes 
necessary, with Armstrong's Linoleum Lacquer. 
Never attempt to relacquer waxed linoleum 
without first removing all the wax. 

The new Armstrong's Linoleum also takes a 
beautiful wax finish, and on large areas, where 
traffic is heavy or where relacquering is not prac- 
ticable, waxing and polishing is the recom- 
mended treatment. As the surface of the lino- 
leum is effectively sealed by the Accolac Process, 
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nger Life to Linoleum 

less wax is required than with the old type lino- 
leum and the building-up of a wax wearing sur- 
face is quicker, easier, and more economical. 

Therefore, when a new linoleum floor is laid on 
a large area subject to much traffic, the final step 
of the installation process should be the applica- 
tion of a coat of wax, with a thorough rubbing 
and polishing to a hard finish. Then, instead of 
trying to keep the floor clean by daily mopping 
with a strong soap solution, the caretaker has 
only to sweep it and bring up the polish. 

Of course, washing cannot be entirely elimi- 
nated in entrance halls and other places where 
dirt and mud are tracked in from the street, and 
relacquering at periodic intervals with Arm- 
strong's Linoleum Lacquer is recommended. 
But even on these restricted areas a properly 
developed wax finish forms a lustrous film, which 
takes the wear and also prevents the grime from 
being pounded down into the surface. 

Depending on the volume of traffic which the 
linoleum has to bear, the wax gradually will dull 
and wear away. Daily or occasional polishings 
with an electric floor machine will help maintain 
the fine finish, with judicious applications of 
liquid wax wherever appearance demands. A 
complete rewaxing of the linoleum should prove 
necessary only a few times a year, depending on 
the severity of the usage of the floor. In any 
event, general experience proves that not only 
can linoleum floors be maintained more cheaply 
than other floors, but that when properly cared 
for by waxing, maintenance costs can be reduced 
to about half the cost of scrubbing them. 

Electric floor machines for polishing are made 
by Kent Company, Rome, N. Y., and others 
whose names will be furnished upon request. A 
specially prepared wax, called Armstrong's Lino- 
leum Wax, is sold by linoleum dealers. 

To wash linoleum do not use alkaline soaps or 
scrubbing powders. Automobile and mild house- 
hold soaps, such as Ivory, are recommended. A 
complete list of soaps that have been tested and 
found safe for linoleum will be sent on request. 
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Armstrong's Resilient Tiles— Linotile and Cork Tile 



BOTH Linotile and Armstrong's Cork Tile are 
well known to architects through the many 
years' work of the Armstrong Cork and Insula- 
tion Company of Pittsburgh. These two resili- 
ent floor tiles are now distributed through the 
Floor Division of the Armstrong Cork Company, 
and are sold and installed by the same retailers 
who handle Armstrong's Linoleum. This new 
arrangement makes Linotile and Cork Tile 
readily available in practically every city in the 
United States. 

In. each of the seventeen Armstrong branch 
ofiices (see front cover) a contract service rep- 
resentative is prepared to assist architects in the 
selection and estimating of linoleum, Linotile 
and Cork Tile. Individual, distinctive designs 
may be worked out in any one of these resilient 
materials in consultation with the service man 
and a special planning department at the factory 
in Lancaster. The advice of the Armstrong 
Bureau of Interior Decoration is also available 
for the selection of floors, wall coverings, drap- 
eries and other furnishings, to harmonize with 
any desired scheme of decoration. 

What Is Linotile? 

Linotile is not a floor covering in tile design," 
but is actually tile, hand-laid in separate units in 
designs of the purchaser's choosing. Linotile is 



made one-quarter inch thick and comes in eigh- 
teen standard sizes of tiles and in thirty colors — 
sixteen plain colors and fourteen marbles. 

Linotile is composed of cork flour, oxidized lin- 
seed oil, and various gums and pigments. It con- 
tains no hard or brittle substance and the color, 
texture, and density are uniform throughout. 
Linotile retains its initial resilience; when given 
the proper care it remains live and springy. 

What Is Cork Tile? 

Armstrong's Cork Tile is of two grades. 
Standard and Commercial. Standard Cork Tile 
is not a composition, but is pure cork, made from 
carefully cleaned, thin cork curlings which are 
compressed in moulds and baked. One effect of 
the baking is to cement the particles into a firm 
mass by liquefying the natural gum or resin in 
the cork bark. Another is to impart to it a rich, 
brown coloring, varying from very light to very 
dark according to the duration of the heating 
process. No other colors are given to Cork Tile, 
nor are any needed, the browns affording ample 
variety for a wide range of designs. 

Armstrong's Cork Tile may be had in either 
one-quarter or one-half inch thicknesses, in three 
shades. Standard Cork Tile is furnished in 
thirty-one regular size tiles and Commercial 
Cork Tile in five sizes. 



Where to Use Linotile and Cork Tile Floors 


Kind of Building 


Linotile Recom- 
mended Jar 


Cork Tile Rec- 
ommended for 


Kind of Building 


Linotile Recom- 
mended for 


Cork Tile Rec- 
ommended for 


Kind of Building 


Linotile Recom^ 
mended for 


Cork Tile Rec- 
ommended for 


Residences 


"Every room," but 
particularly for 
Kitchen and Pantry 
Break fa St- room 
Sun Porch 
Bathroom 
Dining-room 


Bedrooms 
Living-room 


Restaurants 


Dining Floors 
Table Tops 
Counter Tops and 
Fronts 




Schools 


Halls 

Auditorium 

Study and Classrooms 

Libraries 

Laboratories 


Auditoriums 
Study Rooms 
Libraries 


Theatres 


Lobby 

Retiring Rooms 
Auditorium Floors 
Stage 


Auditorium 


Public Libraries, 
Museums, etc. 


Reading Rooms 

Lobbies 

Halls 


Reading 
Rooms 
Art Galleries 


Office Buildings 


Lobby 
Elevators 
Corridors 
General Offices 
Private Offices 


Private Offices 


Churches 


Lobby 
Auditorium 
Sunday School Rooms 
Retiring Rooms 


Auditorium 
Vestry Rooms 


Stores 


Auto Showrooms 

Haberdasheries 

Millinery 

Jewelry 

Shoes 

Drugs 

Groceries and Foods 

Furniture 

Books 

Department Stores 




Public Buildings 
Post Offices 
City Halls 
Court Houses 


Lobbies 
Halls 
Elevators 
Offices 

Working Areas 


Offices 
Working 
Areas 


Hospitals 


Public Waiting-rooms 
Halls 

Dining-rooms 
Sun Porches 
Private Wards and 

Rooms 
Elevators 




Hotels 


Lobby 

Dining-rooms 
Offices 

Service Areas 




Apartment 
Buildings 


Corridors 
Suites 


Corridors 
Suites 
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Specifications for 

\X7HEN the architect wishes to specify linoleum 
' " floors for all or any part of a building, the follow- 
ing paragraphs may be copied directly into his specifi- 
cations: 

Brief Specification — Linoleum 

^'Armstrong's Linoleum, in the patterns, colorings, and 
gauges herein specified, shall be furnished and installed 
on the floor areas listed below: 

[Note: Here list the floor areas to be covered with 
linoleum and the pattern, coloring, and gauge to be 
installed on each area.] 

*'A11 linoleum floors covered by these specifications are 
to be installed in accordance with the Armstrong Cork 

Company's Specification No , paragraph Nos 

given on page .... of the company's specification book, 
' Armstrong's Linoleum Floors,' Sixth Edition, February, 
1929, and the linoleum contractor's bid on linoleum shall 
include all the labor and materials — felt, paste, cement, 
etc. — required to install the linoleum in accordance with 
these specifications." 

Brief Specification^Linotile 

For the architect who wishes to specify Armstrong's 
Linotile, the following form is suggested: 

"Floors of Armstrong's Linotile, of color and design to 
be approved by the architect (or owner), shall be furnished 
and installed in accordance with the standard x^rmstrong 
specifications, by a qualified handler of Linotile whose work 
has been approved by the Armstrong Cork Company. " 

Brief Specification— Cork Tile 

For the architect who wishes to specify Armstrong's 
Standard Cork Tile, the following form is suggested: 

"Armstrong's Standard Cork Tile Floors, of color and 
design to be approved by the architect (or owner), shall 
be furnished and installed in accordance with the standard 
Armstrong specifications, by a qualified handler of Arm- 
strong's Cork Tile, whose work has been approved by the 
Armstrong Cork Company." 

General Notes and Provisions for Work 
of Related Trades 

The following provisions observed in the architect's 
specifications for concrete work, carpentry, etc., in 
combination with the above paragraphs, will insure 
satisfactory installation of /Armstrong's Linoleum, Lino- 
tile, or Cork Tile floors over either wood or concrete base: 

(1) Basements, etc.— Linokum, Linotile, or Cork Tile 
floors should not be installed in basements or on any cement 
floor in direct contact with the ground^ unless the base, floors^ 
and walls below grade have been thoroughly waterproofed 
and are absolutely dry before the floor is laid. 



Installing Floors 

(2) Wood Underfloors— Wood floors to which lino- 
leum, Linotile, or Cork Tile is to be applied should preferably 
be double floors with the underfloor laid diagonally to the 
floor joists. Underfloors may be of rough sheathing, well 
seasoned, the ends of all boards to come directly over 
bearings, all to be nailed to each bearing with 8d. nails. 

(3) Wood Top Floors— Top floors to which linoleum, 
Linotile, or Cork Tile floors are to be applied (whether 
single or double floors) should be of kiln dried, >^-inch 
tongued-and-grooved boards, free from large or loose knots, 
not more than 3K-inch face and thoroughly blind nailed 
and face nailed (if single floors) to each and every bearing, 
and, if double floors, blind nailed to the underfloor and 
floor joists with 8d. nails. 

(4) Floor Levels^Tbe surface of the top wood floor to 
which linoleum is to be applied should be true, even, level, 
clean and dry, and should be >^-inch plus the thickness 
of the gauge of linoleum selected* (see Table of Working 
Gauges, page 2) below the desired finished floor level. It 
is sometimes cheaper and more practical, however, to 
continue wood floors on which linoleum is to be laid at the 
same general level with other floors, and then protect the 
edge of the floor at doorways with a wood or metal binder. 

(5) Baseboards, ere— Where a wood base is used in 
connection with linoleum floors, the carpenter work speci- 
fications should provide for a quarter-round or suitable 
shoe nosing to cover the junction of baseboard and linole- 
um, to be installed by the carpenter contractor after the 
linoleum is laid. 

(6) Old Wood Floors— Where linoleum, Linotile, or 
Cork Tile is to be installed over an old wood floor, all 
loose, defective, or badly worn boards shall be replaced 
or face nailed, and all unevenness of the boards be planed 
smooth by another contractor.** 

(7) New Concrete Floor Levels— Concrete floors 
must be brought to a true, even and level surface,* >^-inch 
plus the thickness of the gauge of linoleum selected below 
the desired finished floor level. 

(8) Surface Hardener— Where concrete floors are to be 
covered, better adhesion usually obtains if the concrete base 
is first properly treated with a reliable concrete hardener. 

(9) Old Concrete Floors— Where linoleum, Linotile, 
or Cork Tile is to be installed over an old suspended con- 
crete floor or hard tile floor, the base shall be true and even, 
x^ny low places, expansion score marks, or cracks must be 
repaired by another contractor, and finished flush with 
the surface of the floor before the floor is laid. 

* For Linotile, base level should be 3,8 inch below floor level finished 
with wood, and )4 inch below with concrete; for Cork Tile, base level 
should be K inch or inch below finished floor level (See specifications, 
pages 17 and 18). 

** See page 18 for statement on use of composition board base. 
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Sliding shoe, to be used on furniture as protection 
to linoleum, made by Onward Mfg. Co.. Menasha, 
Wis., and available through office furnishing re- 
tailers in practically any city. 
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(10) Linoleum Runners— When single strips of lino- 
leum are laid as runners in corridors^ hallways, church 
aisles, etc., the edges of the linoleum must be protected 
with a binder of wood or metal. Similar protection must 
always be given linoleum at doorways, where the under- 
floor is not countersunk or there is no threshold against 
which to butt the linoleum. 

(11) Concrete Treads— Whcrt linoleum, Linotile, or 
Cork Tile is to be installed over new concrete treads, the 
concrete shall be brought to a perfectly smooth and even 
surface. A nosing extending above the treads so as to 
finish flush with the top of the linoleum, Linotile, or Cork 
Tile shall be installed by another contractor. The con- 
crete shall be thoroughly dry before the material is laid. 
Where linoleum, Linotile, or Cork Tile is to be installed 
over old concrete treads, the treads shall be true and even 
and any low places or cracks shall be repaired by another 
contractor and finished flush with the surface of the tread 
before the material is laid. A nosing extending above the 
treads so as to finish flush with the top of the linoleum, 
Linotile, or Cork Tile shall be installed by another con- 
tractor. The concrete shall be thoroughly dry. 

(12) Metal Treads— Where linoleum, Linotile, or Cork 
Tile is to be installed over metal treads, the metal shall be 
sufficiently smooth and rigid to form a firm base for the 
material. A nosing extending above the treads so as to 
finish flush with the top of the linoleum, Linotile, or Cork 
Tile shall be installed by another contractor. 

(13) Wood Treads— Where linoleum, Linotile, or Cork 
Tile is to be installed over new wood treads, the treads 
shall be made of dry and well-seasoned lumber not less 
than thick, and left smooth and even. A nosing ex- 
tending above the treads so as to finish flush with the top 
of the linoleum, Linotile, or Cork Tile shall be installed 
by another contractor. Where the material is to be in- 
stalled over old wood treads, all loose, defective or badly 
worn boards shall be replaced or face nailed. Any un- 
evenness in the boards shall be planed smooth and even 
by another contractor. A nosing extending above the 
treads so as to finish flush with the top of the linoleum, 
Linotile, or Cork Tile shall be installed by another con- 
tractor. 

(14) Heating— The general contractor (or owner) must 
make provision for maintaining a temperature of 70 de- 
grees F. in all rooms where linoleum floors are to be laid. 

(15) Crack Filling— For filling cracks and seams in 
concrete underfloors, plaster of Paris may be used. Wide 
cracks in wood underfloors should be filled with strips of 
wood. This work should be done by the general con- 
tractor before the resilient floor contractor takes charge. 

( 1 6) Floors of steel, tile, terrazzo, or other smooth 
dense surface— A layer of unsaturated felt weighing one 



and one-half pounds to the yard shall first of all be laid with 
waterproof cement, carefully butting the edges and fitting 
it neatly to the room. After allowing the cement to dry for 
at least six hours, the linoleum can be laid in accordance 
with paragraph 5b of Specification I (see page 16). 

(17) Painted or Varnished Floors—The floor must 
be sanded to remove the paint or varnish, or paint and 
varnish remover may be used. 

(18) Oiled Floors— The floor must be thoroughly 
scrubbed with a strong lye solution. This process must 
be repeated every 24 hours until there is no further 
darkening of the surface of the floor by the oil. 

(19) Waxed Floors— Remove the wax with gasoline or 
a strong alkaline solution. 

Linoleum Specifications 

N. B. Sentences and phrases in parentheses ( ) should be used 
only as applicable to any particular job. Material in brackets [ ] is 
explanatory only. 

Specification J. Laying Linoleum 

1. Scope of work. The linoleum contractor shall furnish 
and install the material hereinafter specified on the floor 
areas (listed below or indicated on the blue-prints). 

2. Areas to be covered, [List rooms and areas.] 

3. Materials. The linoleum used shall be Arm- 
strong's [thickness — color — or pattern number]. No 
seconds or remnants shall be allowed. The linoleum shall 
be delivered on the job in full rolls. Every roll must be 
marked with the maker's name and the grade of the 
linoleum. The linoleum should be subjected to a tempera- 
ture of 70° for at least 24 hours before it is applied. 

Exceptions. [Here list any rooms where other patterns 
are to be used.] 

Paste and cement shall be Armstrong's Linoleum Paste 
and Armstrong's Waterproof Cement. [Spreading capac- 
ity: paste, about 100 sq. ft. per gal; cement, 1 gal. for 
seams and edges of each 40 sq. yds.] 

*(Felt shall be Armstrong's Lining Felt, an un- 
saturated felt weighing l}^ pounds to the square yard.) 

4. Condition of Floors. The linoleum contractor shall 
inspect the floors before he starts work. He shall accept 
them only if they are thoroughly seasoned and dry, 
smooth and clean, and without cracks or holes. (Concrete 
floors should be without expansion joints; if they exist 
the linoleum contractor shall fill them with plaster of 
Paris so that no mark will show through the linoleum. 
The linoleum contractor shall test concrete floors for 
moisture in the following way: Place pieces of linoleum, 
18" X 18" or larger, face down on the floor — one at each 

*To be inserted when felt is used. 
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corner of the room and one near the center — sealing the 
edges with linoleum cement to prevent evaporation. If 
the floor is not entirely dry, the face of the linoleum and 
the floor itself will appear damp. Laying of linoleum 
must not proceed until concrete is thoroughly 
dried out. 

5. Method of Installation. 

[Always use the following paragraph when wood floors 
are to be covered, and in other cases when felt is used.] 

a. Laying Felt, The felt shall be cut to fit the room 
neatly and accurately and the edges butted carefully. 
Armstrong's Linoleum Paste shall be used to fasten the 
felt to the floor, and the felt shall be rolled thoroughly 
with a 150-pound roller to roll out any air bubbles and to 
insure complete adhesion to the floor. 

[Use the following paragraph alone where felt is not 
used and immediately following **a'' when felt is used.] 

b. Laying Linoleum, The linoleum shall be cut to 
fit the room accurately and neatly and shall be laid so as 
to have the minimum number of seams. No piecing of 
short ends will be allowed. The body of the goods shall 
be fastened to the floor to within five or six inches of the 
edges, with Armstrong's Linoleum Paste. All seams 
and edges shall be waterproofed with Armstrong's 
Waterproof Cement. 

(In laying strips of plain or jaspe linoleum the edges 
must be lapped one-half inch, and when trimmed, both 
pieces shall be cut through simultaneously by hand or 
with a seam cutting tool to insure a perfectly tight seam.) 

(In laying patterned linoleum, the edges shall be care- 
fully butted and the pattern matched.) 

As soon as the linoleum has been pasted down, it shall 
be thoroughly rolled from the center out to insure com- 
plete adhesion and to remove all air bubbles. (At least 
two hours shall be allowed after rolling for the paste to 
set; then seams of plain or jaspe shall be cut.) Unpasted 
edges of linoleum strips shall be lifted and each seam 
sealed with waterproof cement. Edges of linoleum strips 
shall be put back in place and all seams and edges rolled 
and weighted until firm adhesion has been made. 

6. Cleaning, The linoleum contractor shall take ofl' 
cement spots with a 3% solution of sodium hydroxide, and 
shall remove all scraps and other material from the build- 
ing, leaving the floor broom clean and in good condition. 

7. Inspection, As soon as the linoleum floors have 
been completely installed (waxed, and polished), the 
linoleum contractor shall notify the architect (or owner) 
to give him an opportunity to inspect the completed job. 

8. Protection, After the linoleum floors have been 
inspected and approved, the general contractor shall 



cover with heavy paper the linoleum in those rooms 
where painting or other further work is to be done, as 
protection until the building is ready for occupancy. 

9. Lightings Heatings Hoisting, and Power, Without 
cost to the linoleum contractor, the owner or general 
contractor shall maintain a temperature of at least 70° F. 
during the time the linoleum work is being done; he shall 
light the rooms sufficiently for efficient work; he shall 
furnish hoisting service (he shall furnish whatever 
power is necessary to scrub and polish the floor*). 

10. Guarantee, The linoleum contractor shall guar- 
antee the floor against all defects in material and work- 
manship for one year from date of completion of the job. 

t Specification 11. Border Work 

[Use with Specification I for bordered floors] 

1. Linoleum floors with borders shall be installed in 
the following rooms: [Here list rooms to have bordered 
floors specifying field pattern and border for each.] 

2. In room No. ...... a field of linoleum, ft. x 

ft., shall be cut and centered on the floor so as to 

preserve the complete pattern. This linoleum shall be 
pasted solidly to the felt to within about six inches of the 
edges of each strip. Roll the linoleum. Cut seams, seal 
with waterproof cement, roll, and weight with sandbags. 

3. Each border piece shall be cut to butt against the 
wall and the field strip. Borders shall be finished at the 
corners of the room with a miter joint. Border shall be 
cemented down immediately to the felt with Armstrong's 
Waterproof Cement, rolled thoroughly and weighted. The 
six-inch margin around the field left unpasted shall be 
cemented when the border is cemented. 

Specification HI. Stair Treads 

[List stair treads to be covered with linoleum in 
paragraph 2, Specification No. L] 

1. Coat each stair tread with Armstrong's Linoleum 
Paste and apply deadening felt cut to fit properly. 

2. Coat each felt-covered tread with waterproof 
cement and apply the linoleum, cut to exactly the proper 
size to butt neatly and accurately against nosing, riser, 
and stringers. See that all air blisters are smoothed out. 
Weight the treads with bricks or sandbags. 

3. After several hours, or when the cemented linoleum 
has set and is dry, remove weights and clean treads. 

*Used only when scrubbing and waxing are specified. 

t Write to the Armstrong factory or nearest branch office for in- 
formation and specifications covering the installation of double 
borders, triple borders, and other unusual treatments. 
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Armstrong's Floors 



Specifications for Installing Floors— Continued 



Linotile Specifications 
Specification I. Suspended Concrete Floors 

The suspended concrete base shall be furnished and 
installed by another contractor. The surface of this base 
shall be X" below the finished floor level and shall be 
smooth and even. 

After the concrete is thoroughly dry there shall be in- 
stalled a Linotile floor of standard design with a two- or 
three-piece straight line border in any combination of the 
regular sizes and colors in which Linotile is manufactured. 

All Linotile shall be of good, durable quality, thoroughly 
seasoned and accurately cut to the sizes specified. 

All Linotile shall be laid in Armstrong's Waterproof 
Cement. The lines between the tiles shall be straight so 
as to preserve the symmetry of the design, and the surface 
of the finished Linotile shall be cleaned and left in good 
condition. 

All borders shall follow the line of permanent fixtures, 
and the width of the borders may vary to allow for vari- 
ations in the dimensions of rooms, size of tile, and design 
selected. The Linotile shall butt against base and plinth 
blocks which shall be carried down to the base floor level. 

Specification II, Suspended Wood Floors 

The suspended wood base shall be furnished and in- 
stalled by another contractor. This wood base shall be 
brought up to a surface below the finished floor level, 
and shall be of thoroughly dry and well seasoned 
thick T. and G. lumber, not more than 3}4" wide, laid 
diagonally with about Mj^" joints— close but not driven 
tight, and left smooth and even. 

On this wood base, there shall be installed a deadening 
felt weighing approximately l}4 pounds per square yard. 
The felt shall be securely pasted to the base with Arm- 
strong's Linoleum Paste, all seams to be butted and made 
tight. Over this there shall be installed a Linotile floor 
of standard design with a two- or three-piece straight line 
border, in any combination of the regular sizes and colors 
in which Linotile is manufactured. 

All Linotile shall be of good, durable quality, thoroughly 
seasoned and accurately cut to the sizes specified. 

All Linotile shall be laid in Armstrong's Waterproof 
Cement. The lines between the tiles shall be straight so as 
to preserve the symmetry of design, and the surface of 
the finished Linotile shall be cleaned and left in good 
condition. 

All borders shall follow the line of permanent fixtures, 
and the width of borders may vary to allow for variations 
in the dimensions of rooms, size of tiles, and design selected. 
The Linotile shall butt against base and plinth blocks 
which shall be carried down to the base floor level. 



Specification III. Stair Treads 

The stair treads shall be furnished and installed by 
another contractor. The surface of the treads shall be 
below the finished step level and shall be smooth and 
even. A satisfactory nosing extending above the 
treads so as to finish flush with the top of the Linotile 
shall be installed by another contractor. 

There shall be installed Linotile of one color or a standard 
design selected from the regular sizes and colors in which 
Linotile is manufactured. 

All Linotile shall be of good, durable quality, thoroughly 
seasoned and accurately cut to the sizes specified. 

All Linotile shall be laid in Armstrong's Waterproof 
Cement and the surface of the finished Linotile shall be 
cleaned and left in good condition. 

Specification IV. Cove and Base 

A straight ground, about 4'' high, to serve as a backing 
for Armstrong's Linotile Cove and Base, shall be set all 
around the room at the base floor level and nailed securely 
in place by another contractor. The surface of the walls 
and the intersection of the walls and floor shall be left true 
and even, free from dirt and other foreign matter, and the 
wall finish shall be brought down flush with the top of the 
base ground by the contractor who applies the wall finish 
to secure a true, even surface flush with the ground. 

There shall be installed an Armstrong's Linotile Cove 
and Base, 6" high, of the color selected. The Cove and 
Base shall be secured firmly in position with Armstrong's 
Waterproof Cement, the Cove to make a neat, tight joint 
all around with the Linotile floor. The surface of the 
Cove and Base shall be cleaned after being installed and 
left clean and in good condition. 

Cork Tile Specifications'^ 

Specification I. Suspended Concrete Floors 

The suspended concrete base shall be furnished and 
installed by another contractor. The surface of this base 
shall be (or below the finished floor level and 

shall be smooth and even. 

After the concrete is thoroughly dry there shall be in- 
stalled an Armstrong's** Cork Tile floor of standard design 
with a plain two- or three-piece straight line border in any 
combination of the three shades of brown and the regular 
sizes in which Armstrong's ** Cork Tile is manufactured. 

* When the architect desires to specify Armstrong's Standard Cork 
Tile the following paragraph should be added to specification 1 or 2, as 
required: 

"All Cork Tile shall be made of clean cork curlings. No granulated 
cork shall be used in its manufacture. It shall be homogeneous from 
face to back, free from foreign substances, and thoroughly and evenly 
baked." 

** Insert word "Standard" or "Commercial." 
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Armstrong's Floors 



Specifications for Installing Floors — Continued 



All Cork Tile shall be laid in Armstrong's Waterproof 
Cement. The lines between the tiles shall be straight so 
as to preserve the symmetry of the design, and the finished 
Cork Tile floors shall have a smooth, even, sanded surface 
and shall be left clean and in good condition. 

All borders shall follow the line of permanent fixtures 
and the width of borders may vary to allow for variations 
in the dimensions of rooms, size of tiles and design selected. 
The Cork Tile shall butt against the base and plinth blocks 
which shall be carried down to the base floor level. 

Specification 11. Suspended Wood Floors 

The suspended wood base shall be furnished and in- 
stalled by another contractor. This wood base shall be 
brought up to a surface (or below the finished 
floor level, and shall be of thoroughly dry and well seasoned 
T. and G. lumber, not more than " wide, laid diagonally, 
close but not driven tight, and left smooth and even. 

On this wood base, there shall be installed one layer of 
rosin-sized paper and over this an Armstrong's** Cork 
Tile floor of standard design with a plain two-or three-piece 
straight line border in any combination of the three shades 
of brown and the regular sizes in which Armstrong's** 
Cork Tile is manufactured. 

The edges of all Cork Tile shall be coated with Arm- 
strong's Waterproof Cement. The lines between the tiles 
shall be straight so as to preserve the symmetry of the 
design and the Cork Tile floor shall be sanded to a smooth 
and even surface and left clean and in good condition. 

All borders shall follow the lines of permanent fixtures. 
Width of borders may vary to allow for variations in the 
dimensions of rooms, size of tiles and design selected. The 
Cork Tile shall butt against the base and plinth blocks 
which shall be carried down to the base floor level. 

Specification III, Cove and Base 

A straight ground, about 4'' high, to serve as a backing 
for Armstrong's Cork Tile Cove and Base, shall be set all 
around the room at the base floor level and nailed securely 
in place by another contractor. The surface of walls and 
intersection of walls and floor shall be left true and even, 
free from dirt and other foreign matter, and the wall finish 
shall be brought down flush with the top of the base 
ground by the contractor who applies the wall finish. 

There shall be installed an Armstrong's Cork Tile Cove 
and 6'' high Base of the shade selected. The Cove and 
Base shall be secured firmly in position with Armstrong's 
Waterproof Cement, the Cove to make a neat, tight 
joint all around, with the Cork Tile and with the Base. 
The Cove and Base shall be sanded to a smooth and even 
surface and left clean and in good condition. 

** Insert word "Standard" or "Commercial." 
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Damp- Proofing Concrete Floors in 
Contact with the Ground 

As stated on page 8, the Armstrong Cork Company 
cannot accept responsibility for the performance of 
linoleum laid on floors that are in direct contact with the 
ground. It is recognized, however, that instances may 
sometimes arise where a building owner or tenant may be 
willing to assume the risk of possible future trouble from 
moisture in order to get the resilience, handsome appear- 
ance,and other desirable features of linoleum as compared 
to a bare concrete floor. 

In new construction where a concrete slab on which it 
is decided to install linoleum, is to be in direct contact 
with the ground, or is so close to the ground that sufficient 
ventilation cannot be obtained, some means must be 
provided for damp-proofing the slab. If no provision for 
damp-proofing the slab is made and linoleum is cemented to 
the concrete^ trouble is very apt to develop. 

In some instances the following method of damp- 
proofing such a slab has been found satisfactory: 

**The concrete base shall be brought up to within 
three inches of the finished floor line and shall have a 
trowelled finish. On this base the cement contractor 
shall install a waterproof membrane consisting of five 
plies of saturated roofing paper, each ply laid in hot 
asphalt and the top of the roofing paper mopped with 
the same material. All end and side laps of the mem- 
brane shall be not less than four inches wide. The 
membrane shall be flashed up the outside walls and 
columns to a point at least three inches above the finished 
grade line. On top of the waterproof membrane the 
cement contractor shall furnish and install a cement 
wearing floor not less than three inches thick." 

Laying Linoleum Over a Composition 
Board or Wall Board Base 

Sometimes, in order to make it possible to lay linoleum 
over a very rough or badly worn wood floor, owners or 
architects put down a new surfacing of composition board, 
over which the linoleum is laid. Because of the uncer- 
tainty of expansion and contraction of practically all types 
of building board now on the market and the difficulty of 
making accurate, even joints, the Armstrong Cork Com- 
pany cannot assume responsibility for satisfactory in- 
stallation by this method or guarantee the performance of 
Armstrong's Linoleum when so installed. 

Where the owner or architect desires to use this method 
on his own responsibility, however, it is strongly urged 
that after the layer of composition board is securely nailed 
down, a lining of deadening felt be pasted on top of it 
before cementing down the linoleum. 



Modern Linoleum Lends Distinction to Floors 



TODAY the public looks for luxury, in floors as 
in everything else— wants comfortj and with it 
beauty, style, smartness. Bright, vivid color and 
startlingly simple geometric design now have the 
vogue in decoration and interior architecture. 
Furniture, drapery stufl-'s, wall coverings, and now 
floors, have all felt the modernist influejice. 

Linoleum is a particularly happy medium for the 
expression of the modern feeling in floors. The 
pages that follow show some of the most adaptable 
patterns in the new Armstrong's Linoleum. Atten- 
tion is directed particularly to the Embossed In- 
laids, available now for the first time in a heavy 

Armstrong Cork Company, Floor 



•*Ho-inch Gauge and with a distinctive ''three-lever* 
embossing which greatly enhances the appearance 
of designs of the flagstone type, as shown on this 
page and on page 2L 

Note also the modern feeling in certain B Gauge 
Moulded Inlaid patterns and in the Handmade 
Marble Lilaids. Many unusual, individual effects 
may be produced also through the use of border and 
panel combinations of the plain colorings and jaspes. 

It should be remembered, too, that the modern 
linoleum retains all the homely virtues of the old- 
time material — its quiet, comfortable resilience, its 
easy-to-clean qualities, and its moderate cost. 

Division, Lancaster, Pennsylvania 





EnilH)ssod Inlaid—' i,,-inch Gaujle, No. 1100 

U*late shows 36" x 50" section) 





Embossed Inlaid — ^ {(,-inch Gauge, No. 1101 

(Plate shows 36" x 50" section) 



Embossed Inlaid— ''/fe- inch Gauge, No. 1102 

(Plate shows 36" x 50" section) 
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Embossed Inlaid— i6-inch Gauge, No. 1110 

(Plate siiows 36" x 50" section) 



Embossed Inlaid — ^ le-inch Gauge, No. 1111 

(Plate shows 36" x 50" section) 



IttAaBi 

Embossed Inlaid — u-inch Gauge, No. 1112 

(Plate shows 36" X 50" section) 



[19] 



Armstrong's Handmade Marble Inlaid 



THE patterns shown on 
these two pages represent 
the finest to be had in modern 
linoleum. The color blending 
in the marbhng, as well as the 
color selection in the designs 
themselves, produces an effect 
of harmony and richness that 
is rarely equalled in any other 
resilient floor material. Made 
in two service-weight gauges. 



Worthy of special attention 
from the modernist are designs 
Nos. 62 and 99. The all-over 
marbles are unusual and versa- 
tile in their appeal. Marble 
Border in either the light or 
dark shade, as well as borders 
of plain and Jaspe linoleum, 
may be used to advantage 
with the Handmade Marble 
Inlaids. 




Marble Border — Lt. B/S and A Ciauges, No. 02 




Marble Border— I.t. B/S and A Gauges, No. 03 






Handmade Marble Inlaid — Lt. B S and A Gauges, 

No. 80. (Size of large blocks— 12" x 1 2"j 



Handmade Marble Inlaid— Lt. B/S (;aujie. No. 60 

(Size of blocks— 0"xt)" I 



Handmade Marble Inlaid— Lt. B/S Gauge, No. 62 

(Plate shows 36" x 36" section) 




Handmade Marble Inlaid — A Ciauge, No. 91 

(Size of brown blocks —about 2,'2"x 2 '2'"} 





Handmade Marble Inlaid— Lt. B/S Gauge, No. 99 

(Plate shows 36" x 72" section) 



Handmade Marble Inlaid— Lt. B/S Gauge, No. 74 

(Size of green blocks — 3" x 3") 



Handmade Marble Inlaid — Lt. B/S and A Gauges, 

No. 92. (Size of large blocks —24" x 24") 
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Handmade Marble Inlaid— Lt. B/S and A Gauges, 

No. 89. (Size of blocks — 12" x 12") 




Handmade Marble Inlaid — Lt. B/S Gauge, No. 68 

(Size of blocks— 9" x 9") 




Handmade Marble Inlaid— Lt. B S (iauge^ No. 69 

(Size of blocks— 6" x 6"J 




Handmade Marble Inlaid — Lt. B/S and A Ciauges, 

No. 79. (Size of blocks— 6" x (/') 




Handmade M;ul)le I ti laid— Lt. B/S Gauge, No. 6.^ 

(Size ol blocks— <>" x 9'0 




Handmade Marble Inlaid — Lt. B/S Gauge, No. 67 

(.Size of blocks— 9" x 9") 




Handmade Marble Inlaid— Lt. B S Gauge, No. 97 

(Size of blocks— 6" x 6") 




Handmade Marble Inlaid — Lt. B/S and A Gauges, 

No. 84. (Size of blocks— 9" x 9") 




Handmade Marble Inlaid — Lt. B/S Gauge, No. 63 

(Size of blocks— 9" x 9") 




Handmade Marble Inlaid— Lt. H S (.aujie, No. 94 

(Size of blocks— 6" x (>") 





Handmade Marble Inlaid — Lt.B S Gauge, No. 96 

(Size of blocks— 6" x 6") 




Handmade Marble Inlaid — Lt. B/S and A Gauges, 

No. 76. (Size of blocks — 12" x 12") 
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De Luxe Marble Inlaids Present EfFective New Graining 
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De Luxe Marble Inlaid — A Gauge, No. 13021 

(Size of blocks— 9" x 9") 




De Luxe Marble Inlaid — A Gauge, No. \M)M\ 

(Size of large blocks— 7" diagonal) 




De Luxe Marble Inlaid — A Gauge, No. 13040 

(Size of blocks— 3" x 3'0 




De Luxe Marble Inlaid — A Gauge, No. 13050 

(Size of blocks— 3" x 3") 




De Luxe Marble Inlaid— A Gauge, No. 13081 

(Size of blocks— 6* x 6'') 




De Luxe Marble Inlaid—B Gauge, No. 14023 
(Size of blockg— 4K" x 4M") 




De Luxe Marble Inlaid— A Gauge, No. 13061 

(Size of blocks— 3" x 3") 




ii- ^ 



De Luxe Marble Inlaid— A Gauge, No. 13082 

(Size of blocks— 6" x 6") 
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De Luxe Marble Inlaid— B Gauge, No. 14050 
(Size of large blocks— 7* diagonal) 
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De Luxe Marble Inlaid— A Gauge, No, 13062 

(Size of blocks— 3'' x 3") 




De Luxe Marble Inlaid— B Gauge, No. 14000 

(Size of larm' I)locks— 6" x 6") 




De Luxe Marble Inlaid — B Gauge, No. 14061 

(Size of large blocks— 4" diagonal) 





straight Line Inhdd— A C;au6c, No. 236 

(Plate shows 18" x 18" section) 




Straight Line Inlaid— A Gauge, No. 272 

(Plate shows 18" x 18" section) 



Straight Line Inlaid— A Gauge, No. 203 

(Size of blocks— 4>2" diagonal) 





Straight Line Inlaid— A Gauge, No. 350 

(Size of blocks— 9" diagonal) 



Straight Line Inlaid — A Gauge, No. 413 

(Size of blocks— 4K" x 4K") 




Straight Line Inlaid— A Gauge, No. 357 

(Size of blocks— 9" diagonal) 





Straight Line Inlaid— A Gauge, No, 454 

(Size of large blocks— 6" x 6") 



Straight Line Inlaid— A Gauge, No. 463 

(Size of blocks— 3" x 3") 




Straight Line Inlaid— A Gauge, No. 464 

(Size of blocks— 3" x 3") 




Straight Line Inlaid — D Gauge, No. 0155 

(Size of blocks— 3" x 3") 




Straight Line Inlaid — 1> Gauge, No. 0171 

(Plate shows 18" x 18" section) 
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Straight Line Inlaid— D Gauge, No. 0279 

(Size of blocks— 3" x 3") 
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Wide Range of Colors and Designs in Plains and Jaspes 




Plain Terra Cotta, Color No. 25 

Made in 6 mm., ^.if,-m., and Lt. B/S Gauges 



Plain Brown, Color No. 20 

Made in %-\n., (\ mm., 'le-in., T-t. R/S, R, C, and 
D Gauges 



Plain Black, C^olor No. 27 

Made in \ \k-'\n.. A, R, C, and D Ciauges 






Plain Tan, Color No. 28 

Made in A and B Gauges 



Plain Blue, Color No. 29 

Made in A and B Gauges 



Taupe Jaspe, Color No. 12 

Made in ^ id-in., A, B, and C Gauges 





Light Gray Jaspe, Color No. 13 

Made in Win , A, B, and C Gauges 




Light Brown Jaspe, Color No. 16 

Made in ^ le-in., A, B, and C Gauges 



Dark Cray Jaspe, Color No. 15 

Made in = m-in.. A, B, and C Gauges 





Dark Brown Jaspe, Color No. 17 

Made in I w-'xn., A, B, and C Gauges 




Blue Jaspe, Color No. 18 

Made in A, B, and C Gauges 



Green Jaspe, Color No. 19 

Made in A, B, and C Gauges 






Lavender Jaspe, Color No. Til 

Made in A, B, and C Gauges 



Rose Jaspe, Color No. 14 

Made in A, B, and C Gauges 



Inset JaspS — A Gauge, No. ill 
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Arm strong's Floors 



Dignified Resilient Floors in a Stately Georgian Home 



A BACKGROUND OF RICH 
GLOWING BEAUTY FOR THIS 
COMFORTABLE LIVING-ROOM 
IS THE ALL-OVER BLACK 

FLOOR OF Armstrong's 
Handmade Marble In- 
laid Linoleum No. 89, se- 
lected BY A New York 

ARCHITECT, ClIARLES FRED- 
ERICK Houston, to grace 
THE SPACIOUS Georgian 
home OF Mr. and Mrs. H. 
W. Prentis, Jr., in Lancas- 
ter, Pa. "I SELECTED THIS 

Marble Inlaid Floor/' 
Mr. Houston says, "be- 
cause I found in it SUCH A 

harmonious expression op 

THE dignity and SINCERITY 

OF THE Georgian period— 

A FITTING FLOOR INDEED FOR 
THE FORMAL ROOM.'* 




The CLASSIC simplicity of the en- 
trance HALL IN THE PrENTIS HOME IS 

accentuated by a floor of solid 

BLACK linoleum, RELIEVED BY A NAR- 
ROW BORDER LINE OF WHITE LINOLEUM 
AND A DIAMOND-CENTERED SIXTEEN- 
POINT STAR ALSO IN WHITE. 



The Prentis breakfast 

ROOM on the right HAS A 

FLOOR of Armstrong's 
Handmade Marble 
Inlaid No. 79. 
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Armstrong's Floors 



Decorators Value the Color and Pattern of Linoleum 



Hazel Dell Brown, decorator in charge of the 
Armstrong Bureau of Interior Decoration, 
tells hundreds of women every month how to 
combine linoleum floors, wall paper, and dra- 
pery fabrics ineffective and harmonious color 
schemes. It is only natural then that the dec- 
orative SCHEME IN Mrs. Brown's own cozy liv- 
ing-room and dining-room, WHICH IS SHOWN BE- 
LOW, SHOULD START WITH THE FLOOR— A WARM- 
TOXED BRICK-RED EmBOSSED TiLE LiNOLEUM. 





LURELLE VAN ArSDALE GuILD, A NeW YoRK ARTIST 
AND INTERIOR DECORATOR, HAS A STUDIO RICH IN IN- 
TEREST TO THE ART-LOVER AND COLLECTOR. ThE 

FLOOR IS Armstrong's Handmade Marble Inlaid 
Linoleum and in the center is a double star in- 
sert of terra-cotta and tan. 



**The Home of Next Year," 
THE Montgomery Fair of 
Montgomery, Ala., called 
this model house, so attrac- 
tively FURNISHED BY THEIR 
INTERIOR DECORATORS. FoR 
THE LIVING-ROOM FLOOR THEY 

CHOSE Armstrong's Embossed 
Inlaid Linoleum No. 6062 in 
mellow tones of mulberry, 
olive, and sand, completed 
BY a black border. This de- 
sign affords a delightful 
contrast to the rough-tex- 
tured walls. 
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Armstrong's Floors 



For Any Room in the House There Is an Armstrong Floor 




The floor of this pleasant Colonial bedroom is 
Armstrong's Handcraft Tile No. 6060 in sub- 
dued TONES OF MAUVE, SAND, AND ROSE. THIS EM- 
BOSSED FLAGSTONE TILE DESIGN WAS SELECTED BY 

Mr. AND Mrs. W. L. McClure, of Warren, Pa., 

FOR USE THROUGHOUT THEIR ENTIRE HOUSE. 



This shipshape, efficient kitchen has a floor 
OF Armstrong's Linotile in four-inch blue and 

white tiles with a blue BORDER ACCENTUATED BY 
A BLACK FEATURE STRIP. EvEN THE CUPBOARD TOPS 
ARE COVERED WITH WHITE LiNOTILE, INSTALLED 
WITH A BLUE BORDER. 




Simplicity and dignity char- 
acterize THIS COMFORTABLE 
living-room in THE HOME OF 

Mr. and Mrs. W. L. McClure, 
OF Warren, Pa. The floor 
OF Armstrong's Embossed 
Handcraft Tile No. 0060 

SUPPLIES A note of COLOR IN- 
terest, balanced by the 
plain-toned walls, and af- 
fords an interesting foun- 
dation for hooked rugs and 
Colonial furniture. The 
McClures used this same 
pattern in every room. 
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Linoleum Floors Play Part in Planning Office Interiors 




Thornton and Roedecker, Ar- 
chitects OF Indianapolis, In- 
diana, GAVE MUCH ATTENTION TO 
THE DECORATION OF THEIR OFFICES. 

A FLOOR OF Armstrong's Marble 
Inlaid No. 76 finished with a 

BLACK border HARMONIZES WELL 
WITH THE TREATMENT OF WALLS 
AND FURNISHINGS. 



Paul A. Williams, the Los Angeles 

ARCHITECT WHO DID THIS DECORATIVE 
FOYER FOR HIS OWN SUITE OF OFFICES, HAS 

A FLOOR OF Armstrong's Embossed 
Handcraft Tile No. 6018— six-inch 
tiles in several shades of red— with a 

narrow border of BLACK. ThE ADJOIN- 
ING PRIVATE OFFICES ALL HAVE ARM- 
STRONG'S Linoleum Floors, too, in 

VARIOUS DESIGNS. 
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Office Floors May Be Decorative, and Serviceable, Too 





This well-planned showroom and office of the 
American Radiator Company in St. Louis, Mo., is 

FLOORED WITH ArMSTRONG's HaNDMADE MaRBLE InLAID 

Linoleum No. 79 in alternate blocks of black and 

RICHLY VEINED GOLD MARBLE. ThIS FLOOR IS A STANDARD 
PART OF THE EQUIPMENT OF AMERICAN RaDIATOR CoMPANY 
SHOWROOMS ALL OVER THE COUNTRY. 



A CLOSE-UP VIEW OF A HALL AND STAIRWAY IN THE BeAUX 

Arts Building in Los Angeles, Calif. The hall floor 
IS Armstrong's Jaspe. Dark brown Jaspe has also 
been fitted to the curved concrete treads and risers 
and the step edges are protected with aluminum- 
steel nosing. The "stringers," borders, and base- 
boards are all of black linoleum. 




This flagstone de- 
sign of Armstrong's 
Embossed Hand- 
craft Tile Lino- 
leum No. 6042, IN 
gray, brown, and 

BRICK red, makes A 

suitable floor for 

the SPACIOUS OFFICE 

of the Equity In- 
surance Company 
OF Omaha, Nebr. 
Decorative, quiet, 
comfortable, and 
easy-to-clean, li- 
noleum is the ideal 
floor selection for 
the office space, 
large or small. 
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An Outstanding Achievement in Hospital Floor Designing 
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In the new Highland Hospital of Oakland, 
California, Architect Henry H. Meyers, in 
collaboration with Dr. R. G. Brodrick, 
President of the American Hospital Asso- 
ciation, HAS ACHIEVED ONE OF THE FINEST AND 
most EFFICIENT HOSPITAL INSTITUTIONS YET 

ERECTED. Quite fittingly, the floors are of 
Armstrong's Jaspe Linoleum. The views on 
this page show how the monotony of long 
stretches which often characterizes insti- 
tution floors has been avoided. 




Wards, private rooms, halls, and corri- 
dors ALL ARE finished WITH FLOORS OF LIGHT 

brown Jaspe, agreeably completed with 
double borders of dark brown JaspiS and 
plain brown. In the halls, cross panels of 

THE border material ADD AN UNUSUAL AND 
distinctive TOUCH. 




The floors op the 
new Highland Hos- 
pital are maintained 

BY A SPECIALLY 
TRAINED GROUP OF 
( ARETAKERS WHO USE 
THE WAXING AND POL- 
ISHING METHOD. The 

RESULT IS THAT THIS 
LINOLEUM COSTS LITTLE 
AS TO UPKEEP AND 
LOOKS ITS BEST ON ALL 

OCCASIONS. More 

THAN 120,000 SQUARE 

FEET OF Armstrong's 
Linoleum were in- 
stalled HERE. 
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Put Cheerful Color and Design into Institution Floors 



" We want to avoid 
that cold institu- 
tion look," hos- 
pital superinten- 
dent and superin- 
tendent of nurses 
agreed when they 
planned the new 
Nurses' Home for 
THE Denver Gen- 
eral Hospital, Den- 
ver, Colo. They 
achieved this re- 
sult BY USING col- 
orful Armstrong's 
Linoleum Floors 
throughout. The 
floor shown here is 
Armstrong's Black 
Handmade Marble 
No. 89 in one of 
the sun rooms. 





The usual monotony of a 
hospital corridor is avoided 
in the Oklahoma Hospital 
of Tulsa, Okla., through 
the use of a floor of Inset 
Jaspe Linoleum No. J- 12, in 

DARK GRAY WITH BLACK IN- 
SERTS, bordered IN PLAIN 

BLACK. Linoleum is a safe, 

NON-SLIPPERY FLOOR FOR THE 
INCLINED RUNWAY, AND ITS 
QUIET COMFORT ADDS TO THE 
HOSPITAL EFFICIENCY. A RICH, 
GLOSSY FINISH CAN BE BUILT UP 
BY THE REGULAR USE OF WAX. 
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Lodge Room Floors Selected for Beauty as well as Utility 




The building committee of the Masomc Lodc^e at Tjiom- 
SONVILLE, Conn., wanted an individual floor. Shown here 

IS THE RESULT THEY ACHIEVED THROUGH THE USE OF ArMSTRONG's 

Marble Inlaid No. 76. Note how accurately all the tiles 
of the design are aligned in the treatment of the steps, 
due to the expert laying work. 




This floor of Armstrong's 
Handmade Marble Inlaid No. 
76 IN twelve-inch black and 

CREAM blocks IS A FINE BACK- 
GROUND FOR THE IMPRESSIVE 
STATELINESS OF THIS LOUNGE ROOM 

IN THE Elks' Club of Waterloo, 
Iowa. Muddy shoes, ashes, 
cigar-butts, anything spilled — 

no matter what HAPPENS AT 
NIGHT THIS FLOOR COMES UP SMIL- 
ING UNDER THE MORNING MOP. 
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Where Floors Must Be Quiet, Comfortable, and Pleasing 



The pleasure-seeking crowds who 
drift in and out of this lounge and 

SMOKING ROOM IN THE RoYAL ThEATRE 

OF New York City, enjoy its deep red 
FLOOR— Armstrong's Embossed Hand- 
craft Tile Linoleum No. 6006 with 
occasional decorative figures. 





The spacious lounge room of the El 
Paso Club at the top of the Orndorff 
Hotel, in El Paso, Texas, is floored 
with Armstrong's Embossed Hand- 
craft Tile No. 6042, and the corridor 

BY WHICH it is APPROACHED IS FLOORED 

WITH Handmade Marble Inlaid. The 

FLOORS WERE SELECTED BY TrOST AND 

Trost, El Paso architects. 




It's not a large hotel— 
THE New National in 
Peoria, III.— but the 
floor of Armstrong's 
Embossed Inlaid Lino- 
leum No. 6062 gives it 
quite an air. And the 
proprietor likes this 
colorful floor because 
it is at the same time 
sound-deadening and 
pleasant to w alk on. 
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Accepted for the Schoolroom as an Easy-to-Maintain Floor 




The Board of Educa- 
tion OF Detroit, Michi- 
gan, HAS standardized 
ON FLOORS OF BATTLE- 
SHIP Linoleum for its 
SCHOOLS. This is one of 
the rooms in the Strath- 
moor School in which 
Armstrong's 6 mm , 
Green Battleship No. 

21 WAS LAID. 




Non-slippery yet smooth enough for 
dancing, resilient, adding a little extra 

SPRING TO THE LEAP FOR THE BALL— THAt's 

why the University of Illinois has this 
FLOOR of Armstrong's Brown Battleship 
Linoleum in their big gymnasium at 
Champaign. More than 76,500 square 
FEET OF Armstrong's Linoleum have been 

installed in this AND OTHER UNIVERSITY 

OF Illinois buildings. 




Multnomah School in Portland, Oregon, 

IS FLOORED with 15,525 SQUARE FEET OF 

Armstrong's ^g-iNCH Brown Battleship 
No. 20. This is the Domestic Science 
Room. C. L. Goodrich, Architect. 
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Linoleum's Ouiet Resilience Is a Definite Aid to Students 



Libraries, formerly content with 
plain brown floors, are stepping out. 
This reading room in the new Pub- 
lic Library, at Niles, Calif., owes 

MUCH of its charm TO THE DECORATIVE 

floor of Armstrong's Handmade Mar- 
ble Inlaid Linoleum in warm green 
and tan. 




Linoleum is a particularly suitable floor for the 
library because of its quiet resilience, deadening 
the sound of scraping chairs and scuffing shoes. 
Pattern 6042, a flagstone tile in Armstrong's Em- 
bossed Inl.'^id, w as chosen for the Public Library 
IN Springfield, Missouri, which is shown below. 




Armstrong's Floors 



An Effective Floor for the Modern Store and Showroom 



Linoleum finds itself 

RIGHT AT HOME WITH "aRT 

moderne" in this stair- 
way SETTING, A DISTINC- 
tive feature of the 
Furniture Department 
OF THE Denver Dry 
Goods Company, Den- 
ver, Colorado. The 
store interior decora- 
tor, T. R. Fuller, se- 
lected the black and 
white floor of Arm- 
strong's Inlaid Li- 
noleum. 





Comfortable, quiet, distinctive in color- 
ing, sanitary and easy-to-clean — SOME of 
the many reasons why linoleum is a 
suitable floor for the grocery store. 
And Turcotte Brothers, proprietors of 
THE Fairway Grocery, of Brainerd, Minn., 
find Armstrong's Straight Line Inlaid a 
highly satisfactory floor. 
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"That's the floor for my display room," 
said Fred Lamping, of the Lamping 
Brothers Company, in Seattle, Washing- 
ton, when he saw x\rmstrong's Embossed 
Inlaid Linoleum advertised in a maga- 
zine color page. And that's the floor 
he pitrchased, 430 square yards of Pat- 
tern No. 6062, INSTALLED OVER A LINING 
OF DEADENING FELT CEMENTED OVER AN OLD 
TERRAZZO FLOOR. 
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Warmth and Cheer Added by Colorful Linoleum Floors 




A CORNER OF THE HiGGASON StUDIO IN AsHE- 
VILLE, N. C, WHERE CLIENTS WAIT FOR THEIR 

PORTRAITS. The floor of Armstrong's brick 
RED Embossed Inlaid Linoleum No. 6028 

BLENDS WELL WITH ROUGH-TEXTURED WALLS AND 
FORMAL FURNISHINGS. 



Armstrong's Marble Border Linoleum serves 

AS baseboard kick-plate as well AS floor AROUND 
THE LUNCH COUNTER IN THE CoFFEE ShOP OF THE 

Congress Hotel, Portland, Oregon, shown here. 
The main floor of the room is Handmade Mar- 
ble Inlaid No. 76, in twelve-inch blcacks of 
black and cream. 




Friendly groupings of 

chairs AT round TABLES, 

cheerful window draperies, 

GRACEFUL FERNS, AND AN Em- 

bossed Tile Linoleum floor 
no. 6007 in restful shades 
of green combine harmoni- 
ously in this pleasant caf- 
ETERIA OF THE Home Tele- 
phone AND Telegraph Com- 
pany IN Seattle, Washington. 
Fresh looking, sanitary, and 
easy to keep clean, linoleum 
is always indicated for thj] 
cafeteria, restaurant, or 
public dining-room. 
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Armstrong's Floors 
^ ^ 

Use a Floor of Distinction for the Distinctive Interior 




Armstrong's Linoleum was selected by Harry 
Foster Allman, a Kansas City, Mo., architect, 
FOR THE Freeman Mortuary of that city. Dig- 
nified, QUIET, resilient FLOORS WERE FELT TO BE 
A MOST IMPORTANT FEATURE BY BOTH ARCHITECT 
AND OWNER. In THIS CORRIDOR IS InSET JaSP^ 
WITH A BROWN LINOLEUM BORDER. 



This fitting room in the 
Emery-Bird-Thayer store in 
Kansas City, Mo., owes part 
of its distinction to the 
CRISP black and white tile 
floor—Armstrong's Hand- 
made Marble Inlaid No. 70, 
laid with a solid black 
border. Floors to express 
the spirit and personality 
of any shop may be selected 
from among the designs in 
Armstrong's Linoleum. 
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Representative Installations of Armstrong's Linoleum 



Alabama 

Birmingham: Bankers Bond Bldg. 49,500 sq. ft. Brown No. 20. Wm. 
Leslie Welton, architect. 

City Hall. 45,000 sq. ft. %" No. 20 and No. 21. 

Protective Life Building. 39,150 sq. ft. %" Brown No. 20. Warren, 

Knight & Davis, architects. 

Public Library. 27,900 sq. ft. 6mm. Brown No. 20. 

Watts Building. 45.900 sq. ft. ^X^" Brown No. 20. Warren, Knight & 

Davis, architects. 
Mobile: Style Shop. 3,852 sq. ft. No. 356. 

Tuscaloosa: First Methodist Church. 4,050 sq. ft. Green Cork Carpet. 
R. H. Hunt Co., Chattanooga, architect. 



Arizona 

3,870 sq. ft. 



A Gauge Brown No. 20. Roy 



Casa Grande: Grade School. 

Place, Tucson, architect. 
Coldwater: School Bldg. 2,520 sq. ft. Brown. Lescher & Mahoney, arckis. 
Phoenix: Cartright and Osborn Schools. 5,220 sq. ft. Brown No. 20. 

Lescher & Mahoney, architects. 

Security Building. 11,475 sq. ft. Pattern 70. Marble Inlaid, 13,500 sq. ft. 
Embossed Tiles and Jaspes. Messrs. Curlett & Beelman, architects. 
Telephone Building. 16,200 sq. ft. Pattern 12 l^^" Jaspe. 

Arkansas 

Eureka Springs: Basin Park Hotel. Lobby. 1080 sq. ft. Inlaid No. 6028. 
JoNESBORo: Jonesboro Clinic Hospital. 4,500 sq. ft. Brown No. 20. 

California 

Burbank: Security Trust & Savings Bank. 4,869 sq. ft. 6mm. Brown No. 20. 

A. F. Priest, architect. 
Compton: Compton Ave. School. 2,232 sq. ft. 6mm. Brown. F. M. Good win, archt. 
Glendale: Columbus Ave. School. 4,365 sq. ft. %' Gray. A. F. Priest, archt. 
Los Ai.Tos: Robt. S. Atkins Residence. Marble patterns 76 and 74, Jaspe 

patterns 15, 18 and 19 laid throughout the entire house. Morris M. Bruce, 

architect. 

Los Angeles: Beaux Arts Bldg. 20,547 sq. ft. Brown Jaspe No. 17, with 
black border. Stanton, Reed & Hibbard, architects. 

California Commercial College. 15,885 sq. ft. A Gauge Gray Jaspe No. 13 
with black border. Fred R. Dorn, architect. 

Good Samaritan Hospital. 108.000 sq. ft. Pattern 21 and Pattern 27 
border. Reginald D, Johnson, architect. 

Pacific Nat'l Bank Bldg. 5,300 sq.ft. %' Gray. Morgan.Walls & Clements, ar. 
Monrovia: Monrovia Union High School. 10,800 sq. ft. M^* Brown and 

Embossed Tiles. Messrs. Austin & Ashley, architects. 
Morago: St. Mary's College. 108,000 sq. ft. He' Jaspes and Plains, B Gauge 

Plain A, Embossed Tiles and Marbles. John J. Donovan, architect. 
Murphys: Bret Harte Preventorium. 36,000 sq. ft. Mn,' Pattern 20 Brown B/S. 

Erected by San Joaquin County. 
Oakland: House of Crane. Confectionery. 9,000 sq. ft. Marble Inlaid No. 74 

with black border. Chas. W. McCall, architect. 

Fred B. Kerrick. Residence. Embossed Inlaid Nos. 6007, 6018, and 
Green No. 21. Lionel H. Pries, architect. 

Paralta Hospital. 42,300 sq. ft. Pattern 16 Jaspe ^/fe* with Pattern 17 Jaspe 
border. Reed & Corlett, architects. 
Palo Alto: Professional Building. 22,500 sq. ft. Pattern 12 B Jaspe with 
black border, B Gauge No. 20 Brown and Embossed Tiles and Marbles. Birge 
M. Clark, architect. 

Pasadena: Singer Bldg. 1,350 sq. ft. Inlaid with black border. E. P. Babcock, arr^i. 
San Francisco: Robt. S. Atkins, Inc., 150 Sutter St. Clothing Store. 7,650 

sq. ft. Marble Inlaid No. 76 with black border. Morris M. Bruce, architect. 

Green Ophthalmic Institute. 12,600 sq. ft. Pattern 84 with black and white 

Marble border, also Jaspes and Embossed Tiles. Frederick H. Meyer, architect. 

Medical Building. Fifth Floor Offices. 3,600 sq. ft. B Gauge Jaspe, Brown 

No. 16, Blue No. 18, and Green No. 19. Alfred I. Coffey, architect. 

Medico Dental Building. 40,500 sq. ft. Pattern 20 B Gauge. 5,000 feet of 

Linotile. Clausen & Amandes, architects. 

St. Luke*s Hospital. 18,000 sq. ft. Jaspe and Inlaid. Lewis P. Hobart, archt, 
Sommer & Kaufman, Inc., 119 Grant Ave. Shoe Store. 7,200 sq. ft. B 
Gauge Gray Jaspe No. 15 with black border. Will H. Toepke, architect. 
Women's Athletic Club. B Gauge Gray Jaspe No. 13 and Inlaid No. 350 
with black border. Walter Bliss, architect. 

San Jose: San Jose Mercury Herald Building. 15,300 sq. ft. Pattern 20 
Brown Ke", also Pattern 16 M% Jaspe and B Jaspe, also Marbles and Em- 
bossed Tiles. Messrs. Binder & Curtis, architects. 

San Luis Obispo: San Luis High School. 14,400 sq. ft. Pattern 20 Brown 6 
mm. B/S. Louis M. Crawford, architect. 

Ventura: First Nat'l Bank. 14,058 sq. ft. Jaspe No. 13, %' Gray No. 22, 
Inlaid No. 78. H. H. Winner, San Francisco, architect. 

Woodland: Woodland Clinic. 4,050 sq. ft. Marble Inlaid No. 73 with triple 
black and white borders. Wm. H. Weeks, architect. 

Colorado 

Denver: American Bank & Trust Co. 4,950 sq. ft. ir Brown No. 20. M. S. 
Fallis Archt. Co., architects. 

Capitol Life Ins. Co. 3,600 sq. ft. Gray No. 22. H. J. Manning, archt. 
Children's Hospital. 45,000 sq. ft. Brown No. 20. M. D. Bisco, archu 



Continental Oil Co. 38,700 sq. ft. %' Jaspe Brown No. 17. Wm. N. 

Bowman Co., architects. 

Elks Club. 8,856 sq. ft. %* Brown No. 20. T. F. Walsh, architect. 

Mtn. States T. & T. Co. 72,000 sq. ft. %" Gray No. 22 and Gray Jaspe 

No. 15, with black border. Wm. N. Bowman Co., architects. 

St. Thomas Seminary. Dormitory. 16,200 sq. ft. A Gauge Brown No. 20. 

J. B. Benedict, architect. 

State Capitol Office Bldg. 27,000 sq. ft. U" Brown No. 20. Wm. N. 

Bowman Co., architects. 
Pueblo: Parkvievv^ Hospital. 4,950 sq. ft. Embossed Inlaid No. 6028 and Brown 
No. 20. W. W. Stickney, architect. 

Somerlid School. 4,050 sq. ft. U' Brown No. 20. J. M. Gile, architect. 

Connecticut 

Danbury: Danbury Nat'l Bank. 5,400 sq. ft. 6mm. Brown No. 20. Sunder- 
land & Watson, architects. 

Greenwich: West Elm Street School. 9,000 sq. ft. W Brown No. 20. 

Hartford: Donohue Bldg. 11,700 sq. ft. %" Brown No. 20. R. W. Foote. 
New Haven, architect. 

Vine St. School. 27,000 sq. ft. S/fg" Brown No. 20. Isaac A. Allen, Jr., archt. 
Meriden: Conn. School for Boys. 18,000 sq. ft. Brown Jaspe No. 17. 

W. T. Arnold, architect. 
New Haven: Sherman Bldg. Restaurant. 4,770 sq. ft. Marble Inlaid No. 71. 

District of Columbia 

Washington: Children's Hospital. 10,800 sq. ft. A Gauge Gray Jaspe. 
Stevens & Lee, Boston, architects. 

Kew Gardens Apts. 13,500 sq. ft. B Gauge Gray Jaspe with black border. 
A. H. Sonneman, architect. 

Latch String Restaurant. 1,800 sq. ft. Inlaid and Battleship. 

Shannon & Luchs. Real Estate Offices. 9,000 sq. ft. %' Brown Jaspe 

No. 17. A. B. Heaton, architect. 

Florida 

Jacksonville; Underwood Typewriter Go. 2,025 sq. ft. %' Brown No. 20. 
Miami: King & Giffin Store. 540 sq. ft. Inset Marble Tile Inlaid No. M-62. 

George L. Pfeiffer, architect. 
Orlando: Yowell-Drew Co. Store. 7,200 sq. ft. Inlaid Nos. 70, 71, 73, 76. 
St. Augustine: St. Augustine Cathedral. 6,750 sq. ft. Pattern 72 Marble and 

Pattern 13 Jaspe. John Steffes, architect. 

Georgia 

Atlanta: Nunnally Co. Offices. 9,000 sq. ft. M' Brown No. 20. Hentz, Reid 
& Adler, architects. 

Rosenfeld Company. 26,100 sq. ft. Marble Inlaid No. 76 and Dark Gray 
No. 22, ^At"- 

Macon: Bibb County Court House. 45,000 sq. ft. H' Brown No. 20. 
Rome: Berry Schools. 36,000 sq. ft. Brown No. 20. Cooledge & Carlson 
Boston, Mass., architects. 

Idaho 

Boise: Capitol Building. 32,400 sq. ft. Brown No. 20. 
Caldwell: College of Idaho. 5,400 sq. ft. %" Gray Jaspe No. 15. 
Lewiston: Lewiston State Normal School. 54,000 sq. ft. ^^e" Brown No. 20. 

Illinois 

Chicago: 300 W. Adams Bldg. 270,000 sq. ft. Brown No. 20. 
Commonwealth-Edison Co. 21,600 sq. ft. 6mm. Brown No. 20. 
Cornelia Apts. 16,200 sq. ft. Inlaid No. 0283 and B Gauge Gray Jaspe. 
Illinois Bell Telephone Co. 38,250 sq. ft. A Gauge Brown No. 20. 
Illinois Central Hospital. 22,500 sq. ft. U' Brown No. 20. Schmidt, 
Garden & Martin, architects. 

International Harvester Co. McCormick Works. 9,900 sq. ft. 6mm. Brown. 
Lake Shore Trust & Savings Bank. 2,700 sq. ft. M' Gray No. 22. Marshall 

& Fox, architects. 

National City Bank of Chicago. 19,800 sq. ft. W Battleship. 

Park Shore Apartments. 18,000 sq. ft. Inlaid Nos. 352, 353, 6028, 3382, 

3383 and Brown Jaspe No. 16. Wm. Reichert, architect. 

Popular Mechanics Building. 31,500 sq. ft. H,' Green No. 21. Marshall & 

Fox, architects. 

Pure Oil Co. Pure Oil Bldg. 27,000 sq. ft. %' Brown No. 20. 
Seneca Hotel. 17,100 sq. ft. Inlaids Nos. 6006, 6007, 0274 and 6mm. Brown. 
University of Chicago. Rawson Laboratory. 18,000 sq. ft. Brown 
Jaspe No. 17, with black border. 

University of Chicago. Theological School. 9,000 sq. ft. 6mm. Brown. 
Evanston: Oakton High School. 11,700 sq. ft. Brown No. 20. 
Granite City: Commonwealth Steel Co. 5,400 sq. ft. %" Gray Jaspe No. 15. 
Oak Park: Hatch School. 4,050 sq. ft. W Brown No. 20. 
River Forest; Bowman Dairy Co. Office. 6,912 sq. ft. 6mm. Brown No. 20. 

Indiana 

Bloomington: Indiana Univ. Commerce Bldg. Library Bldg. 19,700 sq. ft. 

Brown No. 20. Robert Frost Daggett, Indianapolis, architect. 
Fort Wayne: Home Telephone & Telegraph Co. 13,500 sq. ft. %* Gray 
Jaspe. F. X. Staub, architect. 
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Indiana — Con tinned 

Gary: Emerson, Lew Wallace, & New Polleston Schools. 44,300 sq. ft. 

6mm. Brown No. 20. Jos. Wlldermuth, architect. 
Hammond: Hammond Gas & Electric Co. 15,300 sq. ft. 6mm. Brown No. 20. 

Buckley & Skidmore, architects. 

First Nat'l Bank. 54,000 sq. ft. Inlaid Nos. 70 and 6028 and 6mm. Brown 
Indianapolis: American Legion Bldg. 9,000 sq. ft. A Gauge Brown No. 20. 

Marion County Poor Farm. 18,000 sq. ft. 6mm. Brown No. 20. 

Reserve Loan Life Insurance Co. 45,000 sq. ft. ^i' Brown No. 20. 

Shortridge High School. 79,200 sq. ft. 6mm. Brown No. 20. 
Lafayette: Purdue Univ. Recitation Bldg. 7,200 sq. ft. H' Brown No. 20. 
Richmond: Earlham College. Lindley Hall. 27,000 sq. ft. %" Brown No. 20. 

Harrison & Turnock, Indianapolis, architects. 
Terre Haute: Citizens Gas Co. 13,500 sq. ft. 6mm. Brown No. 20. Shourds- 

Stoner Co., architects. 

Gibault Schoolfor Boys. 13,500 sq.ft. 6mm. Gray. Shourds-Stoner Co., arc/if^. 

Iowa 

Davenport: Grade School Buildings. 11,250 sq. ft. Brown No. 20. 
Clausen, Kruse & Klein, architects. 

St. Luke's Hospital. 16,200 sq. ft. Ji" Brown. Temple & Burrows, archts. 
Des Moines; California Restaurant. 6,300 sq. ft. Inset Tile Inlaid No. T-48. 
Iowa City: Mercy Hospital. 1,818 sq. ft. Gray Jaspe. Holton, Holmes & 

Anthony, Cedar Rapids, architects. 
Mason City: Crane Co. Display Room. 990 sq. ft. Embossed Inlaid No. 6015, 

with black border. 

Sioux City: Florence Crittenton Home. 6,525 sq. ft. No. 13 Jaspe. 
Northwestern Bell Tel. Co. 40,500 sq. ft. No. 20 B/S. 

Kansas 

Fort Scott: Presbyterian Church Auditorium. 10,800 sq. ft. Brown Jaspe 

No. 17. E. A. Brostrom, architect. 
Kansas City: Huron Building. 6,750 sq. ft. Inlaid No. 356 with Marble 
Border 02. 

Providence Hospital. 12,600 sq. ft, W Brown No. 20. Wight & Wight, 
architects. 

Lawrence: Univ. of Kansas. Museum. 10,800 sq. ft. Brown Jaspe No. 17. 
Newton: Bethel Deaconess' Home for Aged. 10,800 sq. ft. Brown Jaspe and 

Inset Tile Inlaid. Schmidt, Boucher & Overend, Wichita, architects. 
Norton: State Tuberculosis Sanatorium. 10,800 sq. ft. %" Brown No. 20. 

C. D. Cuthbert, Topeka, architect. 
Parsons: Senior High School. 27,000 sq. ft. 6mm. Brown No. 20. Thomas W. 

Williamson, Topeka, architect. 
Topeka: Westminster Presbyterian Church. 14,400 sq. ft. A Gauge Brown 

Jaspe No. 16. Thomas W. Williamson, architect. 
Wichita: Rorabaugh Dry Goods Co, 6,480 sq. ft. Marble Inlaid No. 80. 

Kentucky 

Lexington: Lexington Water Works. 2,160 sq. ft. Marble Inlaid No. 70. 

Shriner's Hospital for Crippled Children. 7,200 sq. ft. %" Brown. 
Louisville: Irving Apts. 22,500 sq, ft. Inlaid No. 70 and %" Brown Jaspe. 

Kentucky Children's Home. 20,700 sq. ft. 6mm. Brown No. 20. Joseph & 

Joseph, architects. 

Louisville Herald-Post. 18,000 sq. ft. Brown No. 20. 
St. Anthony Hospital. 10,800 sq. ft. W Green No. 21. 
Maysville: Hayswood Hospital. 3,600 sq. ft. H' Brown No. 20. Samuel 
Hannaford, Cincinnati, architect. 

Louisiana 

New Orleans: Adams Motor Car Company. 2,700 sq. ft. Marble Inlaid 
No. 87. 

Colonial Home Furnishing Co., Ltd. 2,070 sq. ft. Embossed Inlaid No. 
6005, with black border. Weiss & Dreyfous, architects. 
William B. Reily Company. 7,020 sq. ft. Brown No. 20. 
Shreveport: Cumberland Telephone Co. 22,500 sq. ft. 5^" Brown No. 20. 
Alger & Alger, architects. 

Maine 

Augusta: Central Power & Light. 9,000 sq. ft. Brown No. 20. W'. G. 

Bunker and A. R. Savage, architects. 

Maryland 

Baltimore: Chesapeake & Potomac Tel. Go. 8,100 sq. ft. Brown No. 20. 

Fort Ave. Methodist Church. 3,600 sq. ft. B Gauge Gray Jaspe No. 13. 

Roland Park Apts. 8,280 sq. ft. Inlaid. Palmer, Willis, & Lamdin, archts. 
Cumberland: Allegheny Hospital. 1,620 sq. ft. B Gauge Granite No. 3. 
Frostburg: Fidelity National Bank. 1,620 sq. ft. Brown No. 20. 
Salisbury: M. P. Church. 4,500 sq. ft. Brown. Geo. E. Savage, architect. 

Massachusetts 

Boston:^ Doane St. Office Bldg. 45,000 sq. ft. Brown No. 20. Densmore, 

LeClear, & Robbins, architects. 
Westboro: High School. 18,000 sq. ft. Brown Jaspe No. 17. Ritchie, 

Parsons, & Taylor, Boston, architects. 

Michigan 

Ann Arbor: Univ. of Michigan. Library. 29,680 sq. ft. Brown No. 20. 
Bay City: Elks Temple. 2,475 sq. ft. Jaspe. Averton E. Munger, architect. 
Detroit: Briggs Apts. 6,264 sq. ft. 6mm. Brown No. 20. Albert Kahn, archt. 

Chrysler Motor Corporation. 36,000 sq. ft. 6mm. Brown No. 20. 

Detroit Free Press. 17,100 sq. ft. 6mm. Brown. Albert Kahn, architect, 

Detroit Receiving Hospital. 5,400 sq. ft. Brown No. 20, with linoleum 

cove and base. Carey & Esselstyn, architects. 



Detroit: Frank & Seder Dept. Store. 15,300 sq. ft. Embossed No. 6018. 
J. L. Hudson Company Store. 41,400 sq. ft. Marble Inlaid No. 87. 
Michigan Bell Telephone Company, 117,000 sq. ft. ^A^" Brown No. 20. 
Public Schools, including Barbour Intermediate, Dickinson, Ferndale 
High, Highland Park High, Geo. S. Hosmer, Hutchins Intermediate, Nord- 
strom, Priest, Southwestern High, Strathmoor, George Washington, 131,400 
sq. ft. mainly 6mm. Brown No. 20. Malcolmson, Higgenbotham & Palmer, 
archUects and Fisher Bros., architects. 

Sacred Heart Academy. 8,100 sq. ft. J^* Brown No. 20. Donaldson & 
Meier, architects. 

Standard Accident Ins. Co. 76,300 sq. ft. Brown. Albert Kahn, archt. 
Flint: Civic Park, Dewey, Durant, and Washington Schools. 23,895 sq. ft. 
H' Brown No. 20. 

Grand Rapids: Grand Rapids Nat'l Bank. 81,000 sq. ft. 6mm. Brown. 

Harrison Park & Oakdale Schools. 35,190 sq. ft. M" Brown No. 20, %' 
Gray Jaspe and Brown jaspe. Turner & Theband, architects. 
St. Peter & St. Paul Catholic Church. 4,500 sq. ft. W Brown No. 20. 
Mastenbrook & Grove, architects. 

Y. W. C. A. Cafeteria & Rest Room. 7,245 sq. ft. K' Brown No. 20 and 
Gray No. 22. Robinson & Campau, architects. 
Kalamazoo: Oakland Pharmacy, 1,350 sq. ft. Embossed Inlaid No. 6028. 

Young & Simon, architects. 

Presbyterian Church House. 10,800 sq. ft. Embossed Inlaid No. 6005. 
Lansing: Mich. Ag. College Hospital. 6,129 sq. ft. A Gauge Gray No. 22. 
Pontiac: Jr. High School. 36,900 sq. ft. 6mm. Brown No. 20. Malcolmgon & 

Higgenbotham, architects. 

St. Michaels Cath. Church. 9,000 sq. ft. W Brown. Fisher Bros., archts. 
Saginaw: Saginaw Club. 3,600 sq. ft. Marble Inlaid No. 73. 

Saginaw Hospital. 15,120 sq. ft. H" and %" Brown No. 20 and Gray. 

Minnesota 

Albert Lea: McCoIlom-Stanton Display Room. 1,620 sq. ft. Inlaid No. 353. 
Alexandria: Mrs. Ed. Prother. Residence. 528 sq. ft. Inlaids Nos. 330 and 

3382. Maurice F. Maine, Minneapolis, architect. 
Du luth: Bethany Lutheran Church. 3,150 sq. ft. %* Brown Jaspe No. 17 
Minneapolis: Atkinson's Dept. Store, Tea Room. 3,960 sq. ft. Marble 

Inlaid No. 76 with black border. 

Minneapolis Heat Regulator Co. 9.000 sq. ft. Pattern No. 6042 and No. 85. 

Rosmor Clothing Company. 7.200 sq. ft. Pattern No. 6042. 

Sigma Phi Epsilon Fraternity House. 1,332 sq. ft. Embossed Inlaid No. 

6028 and Brown Jaspe No. 17. Larson & McLaren, architects. 

Univ. of Minn., Law Buildings. 4,060 sq. ft. %" Jaspe Nos. 13, 15 and 16. 
Red Wing: St. Johns Hospital. 4,050 sq. ft. Brown Battleship. 
St. Paul: Crane C:ompany. 2.772 sq. ft. Pattern No. 86. 

Griggs-Cooper & Co. Office. 18,720 sq. ft. H" Brown No. 20. Toltz, 

King & Day, architects. 

St. Joseph^s Novitiate. 11,430 sq. ft. Embossed Inlaids Nos. 6005, 6027, and 
6028, and Gray Jaspe No. 15. John H. Wheeler, architect. 
Waldorf Paper Company. 3,600 sq. ft. %" No. 2L 
Wayzetta: Wayzetta School. 7,875 sq. ft. W Brown No. 20 and Gray No. 22. 
Hewitt & Brown, Minneapolis, architects. 

Mississippi 

Cleveland: Delta State Teachers* College. 4,158 sq. ft. A Gauge Brown. 
Corinth: Corinth Bank & Trust Co. 2,025 sq. ft. Brown Cork Carpet. 
Crystal Springs: Hotel. 2,070 sq, ft. Embossed Inlaid Nos. 6026 and 6028. 
Jackson: Kennington's Store. 31,500 sq. ft. Brown Jaspe and Inlaid. 

Masonic Temple. 4,230 sq.ft. i^^" Brown. H. W. Witcover, Savannah, <jrcAf. 

Southern Bell Telephone & Telegraph Company. 17,100 sq. ft. Brown 

No. 20. 

Pass Christian: Pine Hills Hotel. 504 sq. ft. Marble Inlaid No. 79. M. H. 

Goldstein, New Orleans, architect. 
Tylertown: Hotel Walthall. 8,550 sq. ft. 

Missouri 

Columbia: Pi Kappa Alpha Fraternity House. 2,250 sq. ft. Marble Inlaids 

Nos. 70, 71, 76 and B C^auge Gray Jaspe No. 13. Geo. L. Chandler, architect. 

Univ. of Missouri. Journalism Bldg. 2,727 sq. ft. Brown No. 20. 
Excelsior Springs:^ Sanitarium. Dr. A. C. McCIeary. 1,143 sq. ft. Gray 

No. 22. Owen-Saylor & Fayson, Kansas City, architects. 
Joplix: Model Clothing Company. 1.800 sq. ft. Embossed Inlaid No. 6060. 
Kansas City: Central Junior High School. 7,200 sq. ft. 6mm. Brown No, 20. 

C. A. Smith, architect. 

Chandler Boot Shop. 1,350 sq. ft. Inset Jaspe No. J 10. 

Forum Cafeteria, 4,320 sq. ft. 6mm. Brown. Franklin & Lang, architects. 

Kansas City Telephone Co. 24,300 sq. ft. 6mm. Brown No. 20. Hoit, 

Price, & Barnes, architects. 

Park Manor Apts. 1,800 sq. ft. Inlaids Nos. 70, 350. J. F, Lauck, architect 
Seven Oaks School. 2,240 sq. ft. 6nim Brown No. 20 and XXCork Carpet. 
C. A. Smith, architect. 

Hal C. Stonebraker, Residence. 2,304 sq. ft, Nos. 90, 88, 6007, 6061, 17, 19, 
3056, and 6032. Hal C. Stonebraker, architect. 
Liberty: Junior High School. 15,300 sq. ft. 6mm. Brown. C. A. Smith, archt 
St. Joseph: Bell Telephone Co. 9,000 sq. ft. H' Brown No. 20. 
St. Louis; Chevrolet Motor Co. 18,000 sq. ft. Marble Inlaid No. 70. 

Pilsbry-Becker Eng'r. & Supply Co. 27,000 sq. ft. W Green No. 21. Klip- 
stein & Rathmann, architects. 

School for Crippled Children. 18,900 sq. ft. Brown No. 20. 
Woodward Grade School. 43,200 sq. ft. Terra Cotta Cork Carpet. 
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Missouri — Contin ued 

Sedalia: Pettis County Court House. 13,500 sq. ft. M" Brown No. 20. W. E. 

Hulse & Co., Hutchinson, Kans., architects. 
Springfield: Drury College. Library and Music Room. 5,400 sq ft. M" 

Green No. 21. Bonsack & Pearce, St Louis, architects. 

Montana 

Billings: Deaconess Hospital. 6,300 sq. ft. Embossed Inlaid No. 6028. 

Mclver & Cohagen, architects. 
Bozeman: State College. 9,900 sq. ft. Brown No. 20. 
Butte: Symons Dry Goods Store. 16,200 sq. ft. Brown No. 20. 
Helena: Montana Life Insurance Co. 4,500 sq. ft. 14" Brown No. 20. 
Warm Springs: State Hospital for Insane. 1,152 sq. ft. Brown No. 20. 

Arnold & Van House, architects. 

Nebraska 

Hasti ngs: Lanning Maternity Hospital. 4,950 sq. ft. 6nim. Green No. 21. 
R. A. Bradley, architect. 
ncoln: Speier's Clothing Store. 9,900 sq. ft. Embossed Inlaid Nos. 6015 
and 6028. Davis & Wilson, architects. 

State Capitol Library. 1,512 sq. ft. %" Brown No. 20, with black border. 
Bertram G. Goodhue, New York, architect. 
Omaha: Omaha Power & Light Go. 18,900 sq. ft. Gray Jasp^ No. 15. 

New Hampshire 

Du rham: New Hampshire State College. 108,000 sq. ft. Pattern Nos. 13 and 
17 Jaspe and No. 20, S/fe" and M* B/S. E. T. Huddleston, architect. 

New Jersey 

Elizabeth: Alex. Hamilton Junior High School. 9,000 sq. ft. Brown 
No. 20. Kilham, Hopkins & Greeley, Boston, architects. 

St. Elizabeth Hospital. 27,000 sq. ft. 6mm. Brown No. 20. Alfred Poggi 

Crow, Lewih & Wick, N. Y., architects. 
Newark: Firemen*s Insurance Co. 36,000 sq. ft. H" Green. John H. Ely, archt. 

Prudential Life Insurance Company. 85,500 sq. ft. Brown No. 20. 
Paterson: Paterson General Hospital. 23,400 sq. ft. j4' Brown No. 20. 

Crow, Lewis & Wick, New York, architects. 

Plainfield: Muhlenberg Hospital. 18,000 sq. ft. Lt. Bs. Brown No. 20 and 
Black No. 27. 

Secaucus: Hudson County Hospital for Insane. 153,000 sq. ft. Gray 
Jaspe No. 15. John T. Rowland, Jr., Jersey City, architect. 

Trenton: Public School No. 4. 40,500 sq. ft. H' Brown No. 20. Ernest 
Sibley, Palisade, N. J., & Wm. A. Klemann. Trenton, architects. 

New Mexico 

Albuquerque: Univ. of New Mexico. Library. 5,175 sq. ft. Brown No. 20. 

E. H. Norrls, architect. 
De MING: Sacred Heart Sanitarium. 45,000 sq. ft. A Gauge Brown No. 20. 
Sante Fe: Capitol Building. State Land Offices. 16,200 sq. ft. H" Brown No. 20. 
Trost & Trost, El Paso, architects. 

New York 

Brooklyn: Brooklyn Edison Co. 135,000 sq. ft. A Gauge Brown No. 20. 
McKenzie, Voorhees & Gnielin, architects. 

Manhattan Transit Corporation. 63,000 sq. ft. 6mm. Brown No. 20. 
Buffalo: Ascension School. 9,000 sq. ft. Brown. Carl Schmill & Sons, orcA/. 
City Hospital. 81,000 sq. ft. Brown. Wm. A. & F. J. Kidd, architects. 
Corpus Christi Club. 9,900 sq. ft. 6mm. No. 20. Carl Schmill & Sons, 
architects. 

Corpus Christ! Parochial School. 3,690 sq. ft. 6mm. Brown No. 20. Carl 
Schmil! Sc Sons, architects. 

Erie Go. Home. 126,000 sq. ft. H' Brown. Wm. A. & F. J. Kidd, architects. 
Manufacturers & Traders Bank Building. 27,000 sq. ft. l^" No. 22. 

W. J. O'Connor, New York City, architect. 

Municipal Bldg. 18,000 sq. ft, H' Green No. 21. H. L. Beck, architect. 
Coney Island: Coney Island Hospital. 9.000 sq. ft. 6mm. Brown No. 20. 
Gloversville: Nathan Littauer Hospital. 6,300 sq. ft. Brown No. 20. 

Crow, Lewis & Wick, New York, architects. 

Mount Vernon: Westchester Lighting Company, 75,600 sq. ft. %" Brown 
No. 20. 

New York City: Crowell Pub. Co. 45,000 sq. ft. Gray Jaspe No. 15. Todd, 
Robertson & Todd, architects. 

Mt. Sinai Hospital, Nurses Home. 20,700 sq. ft. ^^'s" Jaspe No. 16. Kohn 
^ Butler, architects. 

New York Fire Insurance Exchange. 27,000 sq. ft. Brown No. 20. 
New York Institute for Education of Blind. 51,300 sq. ft. J^i' Brown. 
Paramount Building. 81,000 sq. ft. He" Green No. 21. 
Park West Hospital. 18,000 sq. ft. Gray Jaspe. Kohn & Butler, archts. 
Niagara Falls: Maple Avenue School. 24,174 sq. ft. Brown No. 20. 
Kirkpatrick & Cannon, architects. 

Niagara University. 14,400 sq. ft. Gray Jaspe and Marble Inlaid No. 76. 
Kirkpatrick & Cannon, architects. 

Rochester: Rochester Gas & Electric Co. 81,000 sq. ft. %' Gray Jaspe No. 13. 

Gordon & Kaelber, architects. 

Rochester Savings Bank Building. 18,000 sq. ft. S/fg' No. 12. Taupe Jasp6. 
Hiram Sibley Estate. Office Bldg. 18,000 sq. ft. Brown Jaspe. Sheplev, 
Bulfinch & Abbott, Boston, architects. 

Univ. of Rochester. Girls' Dormitory. Medical School. 198,000 sq. ft. 
Brown No. 20. Gordon & Kaelber, architects. 
Schenectady: Glenrldge Sanatorium. 31,500 sq. ft. %" and 6mm. Brown. 



North Carolina 

Durham: Duke University, Women's Dormitory. 43,200 sq. ft. Brown 

No. 20. A. C. Lee, architect. 
Winston-Salem: Peoples National Bank. 2,700 sq. ft. Brown Cork Carpet. 

North Dakota 

Fargo: Crane Company. Display Room. 684 sq. ft. Marble Inlaid No. 72. 
Jamestown: F. R. Whidden. Residence. 189 sq. ft. Inlaid No. 330. Horton 

& McFarland, architects. 
Grand Forks: M. E. Church. 12,132 sq. ft. Taupe Jaspe No. 12 and Inlaids 

Nos. T-42 and 6033. Joseph Bell DeRemer, architect. 

Ohio 

Akron: Firestone Tire & Rubber Co. 18,000 sq. ft. Brown No. 20. 

Municipal Bldg. 27,000 sq. ft. H" Brown No. 20. Good & Wagner, archts. 
Canton: Hoover Co. 58,500 sq. ft. Gray No. 22. 

Masonic Temple. 5,400 sq. ft. }4' Brown No. 20. Osgood & Osgood, 

Grand Rapids, architects. 
Cincinnati: Burkhardt Bros. Store. 6,363 sq.ft. Inlaid Nos. 70 and 76. 

Studebaker Display Room. 3,843 sq. ft. Inlaid No. 76 with black border. 
Cleveland: Evangelical Publishing Company. 10,800 sq. ft. Taupe Jaspe 

No. 12. 

S. Golde Clothing Go. 5,400 sq. ft. Inlaid Nos. 70 and 76, with black border. 
Hathaway Brown School. 18,000 sq. ft. M" Brown No. 20. Walker & 
Weeks, architects. 

Kibler Clothing Company. 10,800 sq. ft. Embossed Nos. 6041 and 6042. 
McKinney Steel Go. 33,669 sq. ft. W Brown. Walker & Weeks, architects. 
United Market Square. 13,500 sq. ft. H" Brown. Walker & Weeks, archts. 
Columbus: Agricultural Engineering Bldg. 11,700 sq. ft. }4' Brown No. 20. 
J. N. Bradford, architect. 

Columbus State Life Ins. Go. 9,000 sq. ft. Brown No. 20. Richards, 
McCarty, & Bulford, architects, 

Dayton; Westminster Presbyterian Church. 2,700 sq. ft. W Brown No. 20. 
Schenck & Williams, architects. 

Dayton Univ. 9,720 sq. ft. Brown No. 20. Howard Germann, architect. 
Lima: Tuberculosis Hospital. 3,600 sq. ft. Gray No. 22. 
Marion: Marion City Hospital. 10,800 sq. ft. H' Brown No. 20. 
Oxford: Women's Western College. 5,940 sq. ft. ^4" Gray No. 22. 
Springfield: Crowell Publishing Co. 11,700 sq. ft. Gray Jaspe. 
TOL EDO: City Administration Bldg. 27,900 sq. ft. 6mm. Brown No. 20. Mills 

Rhines, Bellman & Nordhoff, architects. 
You ngstown: Brier Hill Steel Co. 24,300 sq. ft. Brown No. 20. Herman F, 

Kling & Son, architects. 

Oklahoma 

Enid: Masonic Temple. 20,304 sq. ft. %" Gray No. 22. R. W. Shaw, architect. 
Muskogee: First Baptist Church. 11,151 sq.ft. Green No. 21, A Gauge 

Blue No. 29 with gray border, and Inlaid No. M-62 with blue Jaspe border. 

R. H. Hunt Co., Chattanooga and Dallas, architects. 
Oklahoma City: Harbour-Longmire Company Furn. Store. 3,600 sq. ft. 

Marble Inlaid No. 76 with black border. Hawk & Parr, architects. 

Oregon 

Albany: Albany General Hospital. 4,300 sq. ft. Gray Jaspe No. 13. 
Ashland: Oregon Normal School. 7,200 sq. ft. %" Gray Jaspe with black 

border. Bennes & Herzog, architects. 
Corvallis: Memorial Building. 9,000 sq. ft. Marble Inlaid No. 88 with Black 

No. 27 border. Lee Thomas, Portland, architect. 

Oregon State College, Men's Dormitory. 45,900 sq. ft. Nos. 12, 16 and 

27. Bennes & Herzog, Portland, architects. 
Eugene: University of Oregon, Men's Dormitory. 31,500 sq. ft. No. 12, 

A and B Gauges. Lawrence & Holford, Portland, architects. 

Univ. of Oregon. Women's Bldg., Commerce Bldg., Science Bldg., 

Hendricks Hall, Friendly Hall. 54,000 sq. ft. %" and A Gauge Brown 

No. 20, A Gauge Gray Jaspe No. 13, and Brown Cork Carpet. 

High Schools. 20,250 sq. ft. %* Brown No. 20. T. M. Gerow, architect. 
McMinnville: Linfield College, Administration Building. 19,800 sq. ft. 

Ke" Jaspe Nos. 12, 15, and 17. A. E. Doyle, Associates, Portland, architects. 
M edford: Medford Hotel Lobby. 3,600 sq, ft. Marble Inlaid No 90 with 

No. 02 border. 

Pendleton: State Home for Feeble Minded. 7,200 sq. ft. -Ve" Brown No. 20. 
Portland: Mrs. Helen Blanchard. Residence. Every floor. F. M. Stokes, arcAi. 

Doernbecher Hospital. 18,000 sq. ft. %" Gray Jaspe with black border. 

Lawrence & Holford, architects. 

A. E. Doyle, architect. Offices. 3,150 sq. ft. A Gauge Brown No. 20. 
Portland Golf Club. 2,700 sq. ft. Marble Inlaid No. 90 with No. 02 border. 
Public School System. 180,000 sq. ft. Brown No. 20. Geo. H. Jones, 

Supervising Architect. 

Shriners* Hospital for Crippled Children. 11,961 sq. ft. A Gauge Brown 
No. 20. Sutton & Whitney, architects. 

Pennsylvania 

Altoona: Fairview Methodist Church. 6,300 sq. ft. Green Cork Carpet. 
Hersh & ShoUar, architects. 

Berwick: Berwick Nat'l Bank. 2,277 sq. ft. M" Brown No. 20. Ritter & Shay, 
Phila., architects. 

Danville: Geo. F. Geisinger Mem. Hospital. 13,500 sq. ft. Gray Jaspe. 

Stevens & Lee, Boston, architects. 
Erie: P. A. Meyers & Sons. Clothing Store. 3,150 sq. ft. Marble Inlaid 

No. 73 with black border. 
Harrisburg: Harrisburg Polyclinic Hospital. 23,400 sq. ft. A Gauge Green 

Jaspe No. 19, Jaspe Nos. 15 and 17. Kast & Kelker, architects. 
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Pennsylvania — Continued 

Johnstown: Conemaugh Valley Memorial Home. 5,940 sq. ft. Brown 

No. 20. Walter R. Myton, architect. 
Philadelphia: Emlen Arms Apt. 10,000 sq. ft. Marble Inlaid Nos. 71, 76, 79, 

Embossed Inlaid Nos. 6006 and 6025. 

Fidelity Mutual Life Ins. Co. 27,000 sq. ft. %' Brown No. 20. 
Garden Court Apts. 24,300 sq. ft. Inlaid No. 210. 
Penna. R. R. Offices. 45,000 sq. ft. %" Brown No. 20. 
Phila. & Reading R. R. Offices. 22,500 sq. ft. A Gauge Brown No. 20. 
Public Ledger Building. 36,000 sq. ft. 6mm. Brown No. 20. 
St. Charles Borromeo Seminary. 90,000 sq. ft. 6mm. Brown No. 20. 
Westinghouse Electric Mfg. Co. Offices. 27,000 sq. ft. 6mm. Gray No. 22. 
Pittsburgh: Allegheny General Hospital. 10,800 sq. ft. Brown No. 20 and 
Jaspes Nos. 11 and 12. McClure & Spahr, architects. 

Bell Telephone Co. 18,000 sq. ft. Brown No. 20. John T. Windrim, archt. 
Children's Hospital. 29,700 sq. ft. Brown No. 20. York & Sawyer, 
New York, architects. 

W. L. Douglas. Shoe Stores. 2,160 sq. ft. Inlaid No. P-80 with black border. 
W. H. Ball man, architect. 

Odd Fellows' Home. 21,600 sq. ft. H' Brown No, 20. F. L. Griffin, archt. 
Will Price. Men's Furnishing Store. 2,790 sq. ft. Marble Inlaid No. 76. 
R. C. Huntsman, architect. 

West Penn Hospital. Nurses* Home. 59,400 sq. ft. A Gauge Jaspe No. 12. 

John L. Beatty, architect. 
Pottstown: Homeopathic Hospital. 4,689 sq. ft. H" Brown No. 20. R. R. 

McGoodwin, Phila., architect. 
Pottsville: Free Public Library. 2,250 sq. ft. Brown No. 20. Harris & 

Richards, Phila,, architects. 
Reading: Carpenter Steel Co. 27,000 sq. ft. 6mm. Brown No. 20. F. A. 

Muhlenberg, architect. 
Scranton: Lackawanna County Court House. 9,000 sq. ft. H" Brown No. 20. 

Fred A, Nelson, architect. 
Wilkes-Barre: J. J. Becker Co. Bakery and Candy Shop. 1,620 sq. ft. 

Inlaid No. P-80. Schmitt & Schroeder, architects. 
York: Knights of Malta Home. 1,890 sq. ft. 3^" Brown No. 20. Ham me & 

Witman, architects. 

Rhode Island 

Providence: Providence Lylng-In Hospital. 45,000 sq. ft. Gray Jaspe No. 15. 
Stevens & Lee, Boston, architects. 

South Carolina 

Charleston: Citadel Square Baptist Church. 9,180 sq. ft. Gray No. 22. 

H. L. Cain, Richmond, D. B. Hyer, Charleston, architects. 
Columbia: Hotel Jefferson. Coffee Room. 2,700 sq. ft. Inlaid No. T-41. 

South Dakota 

Brookings: South Dakota State College Library. 28,800 sq. ft. S/fe' B/S 

Nos. 20 and No. 21. 
Hot Springs: State Soldiers' Home. 10,800 sq. ft. 6mm. Green No. 21. 
Huron: Beadle County Court House. 12,150 sq. ft. K' Green No. 21. W. E. 

Hulse & Co., Hutchinson, Kans. architects. 
Leola: McPherson County Court House. 1,845 sq. ft. %' Brown No. 20. 

Buechner & Orth, St. Paul, architects. 
Rapid City: Pennington County Court House. 12,870 sq. ft. H' Green No. 

21. W. E. Hulse & Co., architects. 

Redfield: Spink County Court House. 18,765 sq. ft. Gray No. 22. Toltz, 
King & Day, St. Paul, architects. 

Tennessee 

Memphis: Baptist Mem. Hospital. 63,000 sq. ft. %" Brown. C. 0. Pfeil, archt. 
Criminal Court Bldg. 8,190 sq. ft. W Green, Jones & Furbringer, arckts. 
Nashville: Nat'l Life & Accident Ins, Co. Offices. Norton & Stone, arcA/r. 

Texas 

Austin: Alice Littlefield Dormitory. 25,200 sq. ft. s^e" Jaspe No. 17 and H" 

Brown No. 20. Herbert M. Greene Company, Dallas, architects. 

University of Texas, Biology Building. 23,400 sq. ft. H" Green No. 12. 

Herbert M. Greene Company, Dallas, architects. 
Beaumont: Public Library. 7,620 sq. ft. %" Brown Jaspe No. 16. Livesay & 

Wiedemann, architects. 
Corpus Christi; First Methodist Church. 14,400 sq. ft. Jaspe No. 13. Ralph 

Cameron, San Antonio, architect. 
Dallas: First Methodist Church. 18,000 sq. ft. Taupe Cork Carpet. R. H. 

Hunt Co., architects. 

Sante Fe Bldg. 180,000 sq, ft. Xe'' Brown No, 20. Whitson & Dale, arrht^. 
Texas Co. 13,500 sq. ft. Brown Jaspe No. 15. Frank D. Paullus, architect 
Vickery School. 5,400 sq. ft. H' Brown No. 20. C. D. Hill & Co., archts. 

El Paso: Army Y. M. C. A. 5,400 sq. ft. Jaspe. Wm. D. Wuehrmann. 

Fort Worth: Masonic Home & School. 18,000 sq. ft. H' and Gray No. 

22. W. G. Clarkson, architect. 

Houston: Galena Signal Oil Co. 9,000 sq. ft. %" Gray Jaspe No. 15. 

Port Arthur: Masonic Temple. 7,110 sq. ft. Marble Inlaid Nos. 90 and 92. 

Wm. B. Ittner, St. Louis, Mo., architect. 
San Antonio: Scottish Rite Cathedral. 27,000 sq. ft. H" Brown No. 20. 

Herbert M. Greene Co. & Ralph H. Cameron, architects. 
Ulvade: County Court House. 13,500 sq. ft. Marble Inlaid. Henry T. Phelps, 

San Antonio, architect. 
Waco: Austin Ave. Methodist Church. 16.200 sq. ft. %' Gray No. 22. R. H. 

Hunt Co., Dallas, architects. 



Wichita Falls: City Hall and Municipal Auditorium. 24,750 sq. ft. Marble 
Inlaid No. 84 and Jaspe No. 12. 2,250 sq. ft. Cork Carpet XX, 31. Messrs. 
Voelcker & Dixon, architects. 

Utah 

Provo: City & County Bldg. 18,000 sq. ft. Gray No. 22 and Gray Jaspe 

No. 15. Joseph Nelson, architect. 
Salt Lake City: University Ward Chapel. 9,000 sq. ft. Embossed Inlaid No. 

6028 with gray border. Pope & Burton, architects. 

Walker Bros. Dept. Store. 8,550 sq. ft. Gray Jaspe No. 15. 

Vermont 

Burlington: Burlington City Hall. 3,150 sq. ft. Taupe Jaspe. No. 12. 
McKim, Mead & White, N. Y. and Frank Lyman Austin, Burlington, Vt., 

architects. 

Virginia 

Danville: Hughes Memorial Home. 24,309 sq. ft. Brown Jaspe No. 16. 
Heard & Chesterman, architects. 

Memorial Hospital. 20,250 sq. ft, H' Brown No, 20. 
Lynchburg: Memorial Hospital. 4,500 sq. ft. Inset Marble Tile Inlaid. 
Petersburg: J. A. G. Simpson, architect. Residence. 2,151 sq. ft. Jaspes and 

Inlaids with blac'. border, b^very floor in the house. 
Richmond: Scottish Rite Cathedral. 3,330 sq. ft. Green Cork Carpet. 

Negro Memorial Hospital. 2,700 sq. ft. Green No. 21. Baskerville & 

Lambert, architects. 

Roanoke: Spiegel's Specialty Shop. 2,785 sq. ft. Marble Inlaid No. 76. 

Park Theater. 1,800 sq. ft. Embossed Inlaid No. 6006. 
Schuyler: Carroll Memorial Hospital. 3,600 sq. ft. %" Gray No. 22. J. B. 

Ferguson & Co., Hagerstown, Md., architects. 

Washington 

Chehalis: Lewis County Court House. 22,500 sq. ft. 6mm. Brown No. 20. 

J. deForest Griffin, architect. 
Monroe: Monroe Reformatory. 13,500 sq. ft, %' Brown No. 20. C. Ferris 

White, Everett, architect. 
Port Angeles: Elks Club. 13.500 sq, ft. Nos. 83, 88, 6027, 6007, 16 and J 13. 

J. Chas, Stanley, Seattle, architect. 
Seattle: Camlin Apt. Hotel. 3,375 sq. ft. Embossed Inlaid No. 6025. Carl 

Linde, Portland, architect^ Harry Bornson, decorator. 

Rhodes Department Store. 90,000 sq. ft. B Gauge Jaspe No. 12. Thomas, 
Grainger & Thomas, architects. 

Univ. of Washington. Library Bldg., Education Hall. 29,700 sq. ft. 
6mm. Green No. 21 and H" and %" Brown No. 20. Bebb & Gould, archts. 
Whittier School. 13,500 sq. ft. 6mrn. Brown No. 20. F. A. Naramore, 
architect. 

Sedro-Wooley: Northern State Hospital. 14,400 sq. ft. Mi^" Jaspe No. 16. 

Heath, Cove & Bell, Taroma, architects. 
Spokane: John W. Graham, Stationer. 7,200 sq. ft. Embossed Inlaid. 
Tacoma: Tacoma General Hospital. 9,900 sq. ft. A Gauge Gray Jaspe No. 15. 
Wenatchee: Chelan County Court House. 25,650 sq. ft. 6mm. Green No. 21. 

Morrison & Stimson, architects. 
Yakima: Benjamin Franklin Junior High School. 36,000 sq. ft. W Brown 

No. 20. John W. Maloney, architect. 

Presbyterian Church. 10.800 sq. ft. B Gauge Jaspe No. 12 with Black 
No. 27 border. Paul Richardson, Seattle, architect. 

West Virginia 

Bluefield: Appalachian Power Co. 10,800 sq. ft. Brown No. 20. Mahood 

& Van Dusen, architects. 
Charleston: Capitol Bldg. 56,700 sq. ft. 6mm. Brown No. 20. Cass Gilbert. 

New York, architect. 

United Fuel & Gas Company. 27,000 sq, ft. H" Brown No. 20. 
Martinsburg: Shenandoah Valley Bank & Trust Co. 1,620 sq. ft. Brown 

No. 20. C. L. Harding, Washington, architect. 
Morgantown: Univ. of W. Va. Girls' Dormitory. Law Bldg. 38,700 sq. ft 

%" Brown No. 20. 

Parkersburg: Monongahela-West Penn Power Co. 540 sq. ft. Marble 

Inlaid No. 73. J. D. Folwell, architect. 
Wheeling: Ohio Valley General Hospital. 21,600 sq. ft. S/i" No. 20. Charles 

W. Bates, architect. 

Wisconsin 

Fond du Lac: Elks Club. 2,700 sq. ft. Inlaids Nos. 76, 6006, 6028. 

Fond du Lac Co. Court House. 9.000 sq. ft. Brown No. 20. Wm. 
Stepnoski, architect. 

Green Lake: Lawsonia Casino. 4,500 sq. ft. Marble Inlaid No. 76 and Gray 

Jaspe No. 15. Wm. A. Marigold, architect. 
Janesville: Fisher Body Corp. 3,600 sq. ft. %' Gray Jaspe No. 15. 
Kohler: Kohler Adm. Bldg. 34,200 sq. ft. %" Brown Jaspe No. 17. 
Manitowoc: Aluminum Mfg. Co. 16,200 sq. ft, %" Brown Jaspe No. 17. 
Marshfield: Marshfield Clinic. 9,900 sq. ft. %' Brown No. 20. Ellerbe & 

Co., St. Paul, architects. 
Milwaukee: American National Bank. 9,549 sq. ft. %' Brown No, 20. 

Milwaukee Journal Bldg. 38,520 sq. ft, H' Brown No. 20. 

Milwaukee Univ. 36,000 sq. ft. 6mm. Brown. Van Ryn & De Gelleke, archts. 
Sheboygan: Clinic Hospital. 16,200 sq. ft. 34" Brown. E. A. Stubenrauch, arcAi. 

Security National Bank. 10,800 sq. ft. Brown No. 20 and Gray No. 22. 

Brust & Philip, Milwaukee, architects. 

Wyoming 

Laramie: Episcopal Children's Home. 4,005 sq. ft. Brown No. 20. 

Univ. of Wyoming. Library. 4,500 sq. ft. Brown No. 20. W. A. 
Hitchcock, architect. 
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THE ARMSTRONG LINE 

The Armstrong Cork Company, manufacturers of cork products 
since 1860, has nine domestic factories located at Camden, Gloucester, 
and New Brunswick, N. J., Fulton, N.Y., Pittsburgh, Oakdale, Beaver 
Falls, and two at Lancaster, Pa., and twenty-one foreign plants. 
Following is a list of the principal products of the 
Armstrong Cork Company 



Insulating Materials 

Armstrong's Cork Covering 
for Cold Pipes 

Armstrong's Corkboard 

for Insulating Walls and Roofs of 
Residences^ Commercial and Public 
Buildings, and Cold Storage Rooms 

Armstrong's High Pressure Cover- 
ing 

for Steam Lines, BoilerSy etc. 
Armstrong's Insulating Brick 

for Boiler Settings, Furnaces, Ovens, 
etc. 

Flooring Materials 

Armstrong's Linoleum 

Plain, Jaspe, Inlaid, Printed, Em- 
bossed, Arabesq, AppUkaid 

Armstrong's Linotile 

for Offices, Banks, Theaters, Kitchens, 
Pantries, Elevators, etc. 

Armstrong's Cork Tile 

for Bathrooms, Libraries, Museums, 
Billiard Rooms, etc. 

Armstrong's Cork Carpet 
for Churches, Libraries, etc. 

Armstrong's Linoleum Rugs 
Printed, Jaspe, Inlaid 

Armstrong's Quaker Rugs and Floor 

Covering 
Armstrong's Linoleum Paste and 

Cement 

Armstrong's Linoleum Wax and 
Lacquer 

Armstrong's Circle A Cork Brick 
for Warehouses, Stables, Shipping 
Platforms, etc. 



Textile Mill Supplies 

Armstrong's Gridded Cork Ribbon 

for Loom Take-up Rolls 
Armstrong's Seamless Cork Cots 

for Spinning and Card Room Rolls 
Armstrong's Cork Covers 

for Worsted Mill Rolls 
Armstrong's Cork Temple Rolls 

for Looms 

Miscellaneous 

Armstrong's Cork Machinery Isola- 
tion 

for Deadening the Noise of FanSy 
Presses, and Motors 
Armstrong's Cork Gaskets 

for Motor Cars 
Armstrong's Sill Strip and Body Shim 

for Motor Cars 
Armstrong's Korxole 

Flexible Cork Shoe Innersoling 
Armstrong's Cork Box Toes, Cork 
Counters, and Cork Bottom Filler 

for Shoes 
Corks of Every Description 
Armstrong's Crowns 

for Beverage Bottles 
Cork Discs and Washers 
Bungs and Taps 
Insoles 

Carburetor, Oil, and Gasoline 

Floats 
Handles 

Bath and Table Mats 

Life Preservers — Buoys 

Yacht Fenders — Granulated Cork 

All Kinds of Cork Specialties 



Digitized by: 




INTF RN ATlONAt 



ASSOCIATION FOR PRESERVATION TECHNOLOGY 

www.apti.org 

For the 

BUILDING TECHNOLOGY HERITAGE LIBRARY 
https://archive.org/details/buildingtechnologylieritagelibrary 



RH TuIane . 



From the collection of: 



Southeastern Architectural Archive 

Special Collections 
Ho\vaju}-Tilton Memorial Library 



University 

http://seaa.tulane.edu 



